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BABY vs. DEBTIN O A K L A N D 


, ALAMEDA, March 28.—Her 


iface and hands terribly scratched 


•by a large black cat that had 


been a pet for many years, Mrs. 
H. C. Wilsey of 1431 Sherman 
street had a desperate struggle 


to free herself from the claws of 
the feline this morning when it 
attacked her after injuring her 


small daughter. 


Early this morning the cat 


•went suddenly mad, and 
after 


chasing around the rooms of the 


Wilsey home attacked the 10- 
year-old daughter of Mrs. Wil- 
sey. 


The child's han'ds were terribly 


scratched by the cat, and 
her 1 


shrieks of pain while the animal 


was clawing 'at her flesh attract- 


ed the attention of her mother. 


Mrs. Wilsey rushed 
to 
the 


room where her child was help- 
less to ward off the mad feline. 


She grabbed the 
cat by the 


throat and tore it away from her 
child's body. The cat fell to the 
floor, but in a moment it sprang 
at Mrs. Wilsey's face. 


TERRIBLE BATTLE. 


Clinging to her clothes the cat 


made frantic efforts to scratch 
' her face. 


One long scratch was inflicted 


on her right cheek and her hands 
terribly clawed before -she could 
loosen the hold of the vicious 
animal. 


She then threw the cat from a 


window. 


CALLS FOR POLICE. 


After her terrible experience 


with the animal, Mrs. Wilsey 
telephoned to the police station 
for a patrolman to come to the 
house and s'hoot the feline. 


Detective Burns was sent to the 


house and killed the animal. 


It was necessary to 
call a 


physician to dress the wounds of 
mother and daughter caused by 
the cat scratches. 


LIGHT IS 


JOHNNY KNICKS 


who is held away from his .mother because she has failed 


• 
to pay a,debt of $85. 
- ,'• • 


" 


STATE VS. 


Mother of Tfe Iffle tat Mate 


m from 


erkeley Home. 


District Attorney 
Commences an 


Inquiry. 


"I am convinced from what in- 


:ormation I now have that it is 


absolutely my duty as the public 


prosecutor of this county to make 


a rigid investigation in regard to 


the conduct of public officials in 


Oakland in their dealings with 


the ,-te.lspioiWr, .companies," said 


District 
Attorney 
Everett J. 


Brown this morning. 
hi* hands full .with criminal cases 


"I expect to close my 'argument Ifor the past few weeks and prac- 


today in the case of the People tically-ever since he came 


;vs. Pembroke, which case has oc- 


j cupied my entire attention for the 


last ten days. 


"Immediately upon the close of 


my argument I shall take up this 


Most Impressive Is i 


This Scene in 
Courtroom 


CHARLES L. INGLER 


foreman of the Grand Jury of 'Alameda county. 


l l l t « < t « « » l » » » « » « » « » « « « » ' t t t < t t t t t t t T T t 1 T T t - t t J'"i't 


also a member-of. the 


Board of -Education', ""and. we will 


into 


BERKELEY, 
March 
28.—A child 


held as hostage Is the baffling situa- 
tion that confronts the local police In 
Berkeley. The story related by THE 
TRIBUNE a month ago, when Mrs. 
Jesua Alcantar, an aged Mexican wo- 
man, residing at 2147 Center street, 
refused to give little 
four-year-old 


Johnny Knlcks to his mother in lieu 
of an $87 debt, reached a climax to- 
day when Mrs. Marguerite Knlcks, a 
native of Madrid, Spain, 
and 
the 


mother of the boy, appealed to the 
police for aid. 


Accompanied by a patrolman, 
the 
Knlcks woman, whom the Berkeley 
police say is a habitant of Oakland's 
under-world, and said to be an asso- 
ciate of a notorious colored woman 
of ill repute and familiarly known to 
the denizens of the redllght district as 


Cakewalk Martha." appeared this af- 
ternoon at the Alcantar 
cottage to 
claim the lad. The aged woman was 


or. the alert, as she expected such a 
call. 


OWES FOR CARE. 


matter. 


"I do not care to discuss this 


matter any further at this time, 
as I think that I can accomplish 
more by working than by talk- 
ing." 


Several similar attempts are said to 
have been made to recover the child. 
On one occasion, says Mr*.*. Alcantar, 
the lad's mother sent'. Harry Stewart, 
whom the police believe to be father 
of little Johnnie, to bring the -child 
back to her. But the foster mother 
always remained the custodian, and 
under no condition of promise or com- , 
promise would she give up the boy district attorney .in response 
until she should receive compensation 
for his keeping, which they had mutu- 
ally agreed was worth $15 a month, 
and which, through the alleged laxity 
of the mother, It is,, said, will total 
$102 on the second of next month. 


MOTHER ALARMS CHILD. 


Mrs. Knlck, accompanied by an of- 


ficer, approached the yard in which 
the little fellow was at play, yesterday 
afternoon. 
The 
lad 


The statement was made by the 


to 


information received from 
San 


Francisco, 
which stated 
that 


Heney had data 'on certain City 


Councilmen on this side of 


the office at the first of the year. 


iWhen the Pembroke case is dis- 


posed of Brown w.illt sift the tele- 


phone franchise to. the bottom, 


and with the aid of the Grand 
Jury will probe into the relations 


the city fathers of the Alameda 


county towns have with the tele- 


phone men/who are at present in 


the limelight of the Gfand Jury in 


San Francisco. 


GRAND JURY. 


"We have the authority to in- 


vestigate these 
things/' 
said 


Charles Ingler, foreman of the 


Alameda county Grand Jury and 


-Oakland 


t By Associated Press. 


SAN FRANCISCO, March 


—What was perhaps the 
unusual and impressive 
tableau 


thus far created by the prosecu- 
tion in the bribery-graft insti- 
gations was presented this motm- 
ing in the auditorium of Tetnpk 
Sherith Israel, where Judg* ID- 


IOT'S department of the Superior 


Court is temporarily located. 


In the great room with its lofty 


io our duty." 


Aside from this Ingler 


\ dome, dimly lighted by brilliantly 


would jsuiried windows> with here and 


recognized his i bay ancj ^at when he could get 


• had not lived I ' 
° 


1 


(Continued 
on Page 3.) 


BANKER BREAKS WRIST 


PILING SILVER DOLLARS 


since the fire, and gave a cry of alarm I around to it he WQuld send Burns 


~ j to Oakland and make investiga- 


tions. Both telephone companies 
"'° 


ler of the currency showed the biggest 
deposits in Omaha banks of any day 
at this season of the year. 


i 
Business was rushing for the teller 
the United States National Bank, is|ancl ne was stacking the 'coins in piles 


CHICAGO, March 28.—A dispatch to 


the Tribune from Omaha says: 


Waldox Fostetj receiving teller 
of 


CONFESSES HIS PART 


IN DARING HOLD-UP 


SAN FRANCISCO, March 28.—Charles 


Foster, alias Pra*. and Edrtie Fitzgerald 
a pugilist, have been arrested on sua 
yticion of having been implicated in tho 
robbing of George Gurlovlch In his res- 
taurant at 5-U Halght street last Sunday 
morning. 
The police state that Prask 
has admitted his part in the crime, but 
Fitzgerald is roticent. Tho former was t 
iDleased recently from San Quentln. 
TONY LUBELSKI 


BUYS A FINE HOME 


One of the largest real estate deals 


on Telegraph, avenue was 
consum- 


mated at the law office of Clinton G. 
Dodge' yesterday when Tony Lubelskl 
bought the 'beautiful Hunt residence 
on the southeast corner of Telegraph 
avenue and Twenty-seventh streets. 
While the interior of the house is of 
the most beautiful polished woodwork 
of different kinds, it is the intention 
of Mr. IjUbelski to-so add to it in ar- 
tistic beauty as to make It one of the 
handsomest homes on the coast. The 
exact purchase price Is not known, but 
said to be between $40,000 and {50,- 
000.' Myron L. "Wurts was the real 
estate agent who secured the property 
for Mr. 


nursing a. crippled arm, 
having 
broken a bone 


the result of | when 
something hi his right 
wrist 


in the wrist 


while counting silver dollars. He did 
it the day the returns to the control- 


snapped. It pained him considerably, 
but he stuck to his post until yester- 
dav. His arm is now badly .swollen. 


SHE SNEEZES; SWALLOWS 


MOUTHFUL OF SMALL PINS 


IN BERKELEY. 


/ 
/ 


The scope of investigation in 


regard to the granting 
of tele- 


phone franchises.js ^said to reach 


along this side of the bay, not 


only 


• r 


not commit himself nor would he 


say whether they discussed this 
matter at yesterday's meeting.. 


MAYOR MOTT. 
] 


Mayor Frank K. Matt said: "I.f | 


the district attorney and Grand 
Jury take up this matter. I want 


them to have the fullest investi- 
gation. We have nothing to .hide 


in this city. Let "them turn on the 


.limeligh.t If there has been any 


crooked-rwork we want it'exposed. 


So far as I am concerned I do 
not know o| any graft in Oakland 


or. Alameda county." 


WESTERN PACIFIC BUYS. 


M'CLOUD RIVER RAILWAY 


SAN FRANCISCO, March 28.—A 


special dispatch received' here from 


Reddlrig says: 


The McCloud River • Railroad Com- 


pany has sold Its line, extending from 
Sisson and Upton on the Southern Pa- 


cific to the town of McCloud, and be- 
yond, to the Western Pacific Railway 


Company. 


TThe Western Pacific not long ago 


acquired 
the 
Nevada, California 


there an electric bulb gleaming 


from the frescoed walls across 
whose Hebrew inscriptions the 


earthquake cracks of last year 
run in ragged lines, one of "those 
higher up" was called to plead to 


a felony in die crime of whole- 


sale bribery, charged against him 
by the grand jury whose investi- 
gations into municipal 
affair* 


have latterly startled the coun- 


try. 


"The 
people 
of California 


against Louis Glass, for arraign- 
ment," called Judge fcawlor -from 


his electric lighted desk in the 


pulpit of the; temple. The in-v 
dieted man, who as> \vice-pres - 


dent of the Pacific States Tele- 
phone and Telegraph 
Company 


has for years occupied a high po- 
sition in the business and social 


Oregon line. Thu line is surveyed to spheres of San Francisco and tre 
Alturas, Modoc county, and the Mc- 
Cloud , road Is surveyed and building 
past Bartles on'toward the Pitt river. 


Pacific Coast, started to rise to h* '•• 
feet, but was pushed back by h.s 
attorney. T. C. Coogan, who ad- 
dressed the court. 


it is now said that the plan or the' 
"We ask, if your'honor please. 


he said, "'that each of these nil* 
indictments be continued for IP 
Western Pacific is to connect the two 
roads at Alturas, Modoc" county. 


CHICAGO, March 28.—A dispatch to 


the Tribune from Richmond, Va., says: 


Mrs. C. H. Lewis was taken to the 


Virginia Hospital yesterday, the vic- 
tim of an accident which carries a 
moral ior other women. 
She was In her" yard hanging .the 


week's washing on a line, and -.pinning 
the clothes up with ordinary, 
pins. 


These she carried safely in her mouth 
until she sneezed suddenly and swal- 
lowed at least a .dosen of them. Since 
.then -she has suffered intense agony, 
and at the hospital, it was said her 
.condition is critical. 


SAILOR FALLS TO DEATH 


OF CUTTER 


VALLEJO, March 23.—William Pln- 
nigan, a sailor attached to the revenue 
cutter McCullough, which is now in 
drydock, fell from a staging this morn- 
ing while painting. He fell on, the 


stone drydock and was terribly bruised 
about the head and->body. He died five 
minutes later at the yard, dispensary. 
Finnigan was thirty-flva 
years of 


age. 


Oakland but in the su- 


burban to,wns. 
It has been i 


ported that the Town Trustees of 


Berkeley -would also come under 


the investigation of the district 


attorney's office. 


Mr. Brown is. hardly, able to 


give a statement of the informa- 


tion he has at the , present .time 


and just what his program will be 
is not a matter for publication 


at this date. 


TO INVESTIGATE. 


The prosecutine officer has had 


STRANGER ON STEAMER 


BLOWS OUT HIS BRAINS 


few days. The defendant do<* 
not desire to plead at this 
as copies of the testimony 
fore the grand jury upon 
he was indicted have not yet be<* 
served upon the defense." 


HENEY PRESENT. 


STOCKTON ,, March SS.-rtPuttirig 


S2-caiiber revolver in hl£ mouth, 
a 


stranger on the river steamer J. D. 


a carried a cane. He wore .* gray .busi- 
ness suit and light'Eedbra hat. A card 
bearing Abe name "Redding Saloon," 


Peters! en. route to 'Stockton from San 
Francisco, pulled the trigger .and sent; 
a bullet crashing Into hi* brain about 
3 o'clock this m'OEBingv The remains 
are now. in the morgue awaiting ideto- 
tlficatjon. In a -pocket vax found an 
undated 
letter 
written -*<» .-him by 


George Cent from Kenwood*. Sonoma 
county, addressing him" a» August. On 
the boat he spoke of -.havta* a daugh- 
ter -in 'Stockton. 
- -, 


The deceased wa» about forty-five 


years of agei *lx feet tall, very heavy. 
set, bald, black hair tinted with tray 
at the temple* large black jtnut 
tett XC tr«n th. kfe 


TELLS POLICE HER 


HUSBAND IS MISSING 


and a pair cf s\axsef were found in 
his dothlnc. 


Mrs. John Omen, of 6602 San Pablo 


avenue_ reported *t police headquart- 
ers this morning that her husband, 
age^l 7$ years," had bee'n missing for 
the last two .days,. She 
beH«v.e» he. 
may have m*t wtth fool play. H» wa« 
In good health when he left home end 
th<- wife thinks -he may *»ve bteu 
tioylald. A curtoo* part *t tin. 
Green'* recital wu thai she «wr* Oe 
name 8mld) Man •!!••. «*»*«••* 
<**• a* ntimm*ttm« OM tw» r 


s .1 
" 
«?T«>~' f , 


Assistant District Attorner 


who with the district attorney «** /-tr 
torney <^sbb was present Car tb» S«*i: 
pie, waii ictlltor to concent to t*« i*. 
Uj-. bu'. JuOfe iMwlor rtqufrM 
the arralrnment of OlaM pnfecti 
once. «u«rcc«tlni that aft«rwar* 
matter rf postponement could k« 
•tiered. 


"Btani yp, ,Lpui» Git 


ed the clerk, and Gla 
front ptw which had been re*er»e4'« 
him «n.| W» counsel. 


MANY IN CKUHCH. 


Even ooe«C tbe 1M 


dim <*•«*. 


3 
a* 


THURSDAY EVENING, 
OAKLAND TELBUNE. 
MATCH M. HOY. 


"GRAFT HUNTERS "HARK FORWARD" ON 
OT 
OF "BOOWT FOi 


Confess/on Made fo 


State Is Before 


Grand Jury. 


SAN FRAN'CISCO,' March 28.—All 


the pertinent facts about the 
graft 


investigation which it was credited 
that Supervisor "\V. W. Sanderson had 
confessed first to Assistant District 
Attorney Heney in Arizona and later 
to him and Rudolph Spreckles In Palo 
Alto were placed before the grand Jury 
yesterday and there was joy In the 
camp of the prosecutors. 


Supervisor W. W. Sanderson made 


his first appearance before the grand 
jury yesterday afternoon and confirm- 
ed in detail the confession of bribe- 
taking 
which he made to Assistant 


District Attorney Francis 
J. 
Heney 


and William J. Burns several weeks 
ago at Palo Alto. 


BRIBES HE TOOK. 


He told of having received $1000 for 


his vote on the trolley franchise for 
the United Railroads; ' $5000 for his 
vote on the telephone" deal from the 
Pacific States 
Telephone Company; 


?T50 from the San Francisco Gas and 
Electric Company for voting for an 
So-cent gas rate, and> $600 for his vote 
giving tlie fight permits to the local 
fight trust. 


BROKE DOWN ON STAND. 


Mr. Sanderson showed the traces 


of his illness 
yesterday. When 
he 


emerged from the grand jury room he 
was visibly affected although he wore 
the smile of satisfaction which seems 
to have been cultivated by all the 
supervisors who have undergone that 
trial. It was said, one of the rumors 
•which seems always to leuk out, that 
Mr. Sanderson had completely broken 
down on the stand. 
He refused to 


make any detailed statement as to the 
questions asked of him or of what he 
had himself told the grand jurymen. 
He did make this statement: 
i 


GLAD IT'S OVER. 


"I have told everything confirming 


my confession to Mr. Heney and De- 
tective Burns at Palo Alto. Nothing 
has been kept back, and I am glad 
that I have been able to come here 
ana tell it all. It is a great relief to 
get it off my mind. I think that 1 will 
be able to sleep better at night now 
than I have done in the past." 
Sanderson returned 
to Palo Alto 
Immediately after testifying before the 
grand jury- He was accompanied by 
Mrs. Sanderson and a physician. 


VERY SICK MAN. 


Mr. Sanderson is a very 111 man. It 


was stated authoritatively yesterday 
that the demands of his physicians 
that he return at once to Arizona will 
be permitted and the supervisor will 
leave for that country in a few days. 
He Is one of the ablest of all the sup- 
ervisors and a person of education and 
refinement. 
It was the admissions he 


made which started the sleuth hound 
Special Agent Burns on the trail which 
has resulted in the bagging of the re- 
cent game. He has been granted full 
Immunity by District Attorney Lang- 
don, 
just in what way or how is not 


made known for legal and technical 


HEADACHES AND NEURALGIA FROM 


COLDS 


LAXATIVE BROMO Quinine, the world 
wide Cold and Grip remedy, removes 
cause. 
Call for 
full name. 
LOOK ror 
signature of E. W. Grove. 25c. 
LETTER CARRIERS 


TO GIVE DINNER 


Invitations have been issued by the 


letter carriers of Oakland, Alameda and 
Berkeley for a banquet to be given at 
the Gas Kitchen restaurant of this city 
in honor of Hon. Joseph R. Knowland. 
The dinner iy scheduled to take place 
Tuesday evening. April 2, at 8 o'clock. 


The finest people in Alameda county 
buy furniture on credit; $50 worth at 
Jackson's, 510 Twelfth 
for $1 a week. 
street, Oakland, 


HENRY ACH 


',', 
Ruef's leading counsel who wants more legal assistance. 
] ; 


WILL ROOSEVELT POLICE 


FORCE AMD THEIR WORK 


Grand Jury to Work Nights Touring the 


City With View to Needed 


Police Reforms. 


SAN FRANCISCO, March 28.—As 


chairman of the grand jury committee 
on police, Charles Sonntag is getting 
greatly interested In the work of the 
police of the city. 
He is convinced I 


Geary street, between Mason and Pow- 
ell, and on Mason street, between Geary 
and O'Farrell. 


BE MORE WATCHFUL. 


"I respectfully suggest that you in- 


there Is material for work along the ! fn10' y°™ officers to watch for these 
itnnc. ^f ..*.„.*«,.....—.1— —,1 „ —n 
i rnscals and arrest them. 
I will attend 
^ 
^ 
e 
ines ot reconstruction and a reform ; to the matter o£ their proseeutlon. If 
in regutatons 
To carry out his plans j 
more comp|aints are made to me 


for investigating the conditions, Mr. | ln refarenoe to this violation of the law 


a 
a ™ " e d f 0 a 
° 
"after dark" grand Jury inspections 
along the lines of those made famous 
by President Roosevelt when he was 
overturning- the precedents of New 
York poltcedom. 


WOULD BE GOOD IF 


Under proper management Mr. Sonn- 


tag is free to say there could be no 
better police department In the country 
than is established in this city. . He 
bases this upon the Investigations he 
has already personally made while 
planning this new move. 
In fact he 


has accumulated a lot of evidence as to 
the Improper enforcements 
of laws 


which he is satisfied can be remedied 
by the police If permitted to do It or 
are forced to complete the full duty 
for which they are chosen. 


LETTER TO DINAN. 


Suggestion number one from Mr. 


Sonntag was contained In this letter 
which he has just forwarded to Chief 
Dinan. 
It reads as follows: 


San Francisco, Cal., March 27, 1907. 
J. F. Dinan. Esq., Chief of Police, San 


Francisco, Cal.—Dear Sir: I wish to 
call your attention to the violation of 
the law on the part of some drivers of 
teams who are engaged in removing 


I shall take the liberty of asking you to 
give me the name of the police officer 
on whose beat it occurs with a view 
to having him tried for neglect of duty. 
Respectfully yours, 


"CHARLES SONNTAG, 


"Committee o{ Grand Jury on Police 


and Enforcement of Law." 


With the grand jury.working night 


and clay there will be more ground for 
apprehension. 


FRATERNAL BROTHERHOOD. 
Oakland Lodge No. 123, Fraternal 


Brotherhood, held its regular meeting 
last Friday evening at Pythian Castle 


j Twelfth, and Alice streets. 
President 


F. B. Kakin presiding. 


Afte'r the drill team had seated th» 


officers of the lodge, they returned to 
the anteroom and escorted our su- 
preme vice-president, Mrs. Neldlg; su- 
preme Chancellor, R. A. Chappell; and 
Supreme Sergeant, Mr. Costello, to 
the president's chair, where they were 
welcomed and given seats on the plat- 
form. 


The meeting was largely attended, 


there being representatives from nine- 
teen different lodges, of the order. 
A 


class of fifteen candidates were ini- 
tiated into the order by Sister Neid>lg. 
debris from lots in the burned district. 
slster Neidig. favored the meeting 


These miscreants get paid by the load, |with a short address that was much 
and, In order to get in as many loads 
as possible, have dumped the debris In 
our public streets, and that is done In 
the night time, when there is little 
chance of their being discovered, owing 
to the lack of vigilance on the part of 
police officers. 
\Vlthin a few days 


debris has been thrown into the street 
In front of the St. Francis Hotel; on 


HOMEOF QOOD SHOES 


1003 BKOADWAY 


ALL 
SPRING 
STYLES 
ARE 
NOW 
IN OUR 
STORE 
FOR 
YOU TO 
SELECT 
FROM. 


See the Pingree 


"GLORIA" 


For Women 


$3.50 and $4.00 


All styles, all leathers: Laird, -Schober & Coi's tinesT shoes for 


women and children; full 'line, 


JOHNSTON & MURPHY'S, PINGREE. PACKARD & BARRY. 


S H O E S F O R M E N 


$3.00 to $8.00 


SENRAM'S Nature Shape Shoes for All. Skuffers for Little Ones. 


appreciated by all. Brothers Chappell 
and Costello also favored 
the lodge 


with remarks. Most of the representa- 
tives of the lodges present also' had 
something appropriate to say. Sister 
Neldlg was presented 
with a large 


bouquet of carnations, with fiting re- 
marks by Sister Morris. "We ho.pe to 
.have the pleasure of another visit from 
Sister Neidig before very long. After 
lodge adjourned dancing was indulged 
in until a late hour. 


Tomorrow (Friday) evening Is the 


regular open meeting an<l we hope to 
see all our friends present. Invitations 
may be secured from any o-Mhe mem- 
bers. 


The public whist tournament will be 


held on Friday, April 6. Invite all 
your friends to come. 


TO EFEN 
RUEF IN 


Gage,Maybe Delmas, 


to Help Ruef 


Legally. 


SAN FRANCISCO, March 28.—Former 


Governor Henry T. Gage was highly an- 
noyed yesterday at the frequency with 
which he was forced to equivocate on the 
subject of his taking the lead in the de- 
iense of Abe Ruef when tne curly boss 
is haled Into court to defend himself 
arainst the charges which are piling *up 
against him evwy day of n Grand Jury 
session. 
The Los Angeles lawyer has 
been in the city for several days and he 
says because he ling some matters de- 
manding his attention before the Supreme 
Court. 


Pointedly 
questtonefl 
regarding 
his 
being engaged by Ruef, the lawyer tn- 
Bistecl 1 he Question to be •> one 
of legal 
and professional etiquette which no' one 
had a right to ask him and which he has 
no desire to answer. 


MAYBE DELMAS, TOO. 


Not only is It conceded that Ruef has 
engaged this brilliant lawyer, but it is 
insisted that D. M. Delmas will be found 
at the attorney's table when the triala 
are fairly on. 


UNWRITTEN LAW. 


Ruef Is himself somewhat of an ex- 
ponent of the "unwritten law," if every- 
thing is true that is alleged against him, 
and the services of Delmaa would be of 
value, for the man who can construe 
.everything into an "unwritten law" must 
be able to authoritatively extricate a vic- 
tim of .the rule by the law of inverse 
ratio. 
Mr. Gage when asked if he would ap- 
pear in .jourt as couneel in iany of the 
graft cases, replied that he could not 
answer a quectton of that nature. 


MAY TALK LATER. 


"It would be better to say," he said, 
"that I came to San Francisco in con- 
nection with a matter in the Supreme 
Court in which neither Ruet or others 
under fire have nothing to do. Frankly 
I cannot .-say how long I shall stay here. 
Possibly I may be able to make more of 
a statement later.1.' 
Henry Ach is now In the paddle as tha 
leading 
counsel 
for 
Abe 
Ruef. 
Tho 
passing into the background of Samuel 
Shortridge on the very recent appear- 
ance of the boss into court is consid- 
ered to verify the rumor that there is 
dissension In the camp of Ruef's defense. 


SHORTRIDGE ANGRY. 


Whether the rupture came about over 
the question of fees or matters of law 
Is Immaterial. There have been a num- 
ber of things done by the boss which 
Shortridge did not approve either ajt tho 
best friend of the boss or as a lawyer. 
It is not thought that Ruef. will depend 
wholly upon Ach for the Conducting of 
his defense and money willle no object 
to the boss when considered with a possi- 
bility of hia escaping severe punishment. 


HENRY 
T. GAGE 


It is said and denied he will act as Ruef's counsel. 


>-*• * » « » « « » » » » » » » » « 4 » » » » « » « « « » » » » « < « » » « « « » » « « « » 4 » « i 


KNIGHTS OF PYTHIAS., 


The chivalrlc welcome accorded visl- 


tlrs toy the Oakland Lodge is >the rea- 
son why its assemblages numerically 
are above the average. Its last one, 
held .on Thursday, March 21, was no 
exception to the rule. 


Nearly every grand domain in the 


supreme jurisdiction was represented. 
The rank of knlgtot, In amplified form, 
was conferred 
on Esquires 
Nelson, 


Pederenl, Tirrell, Browm and 
Alrew. 


The ceremony vvas concluded In a most 
satisfactory manner. 


Liberty Co., No. 11, uniform rank, 


Charles Hood commanding, 
assisted, 


adding brillancy to the occasion. The 
music rendered by Professor 
Babet 


was highly appreciated, while a flow of 
eloquence, under the head' of "Good 
of the order," was graciously received. 


Alameda Council No. 1, Order of the 


Grand' Orient, will assemble this even- 
ing, 
Thursday, March 28, at 9 p. m. In 


Pythian Castle. A large class of Neo- 
phytes wil be initiated. 


MAPLE LEAF LODGE. 


Maple Leaf Lodge No. 
360 of .the. 


Fraternal Brotherhood, met on Friday 
last at Franklin hall, 410 Thurteenth 
street, President R. E. Nickel in the 
chair. 
Considerable 
business 
was 


transacted during the session and six 
applications were left with the com- 
mittee. 


Two candidates were 
present and 


were initiated. The attendance was not 
as large as usual but those who 'braved 
the storm enjoyed dancing and whist 
until a late hour. There -were several 
visiting members present. A flne"'pro- 
gram and whist tomorrow night. 


REBEKAH, NO. 12. 


Brooklyn Bebekah Lodge, No. 12, I 


O. 'O. F.,'Will hold aipri^e whist tourna- 
ment at I. O. O, F. ball, corner of 
«r«nua and Butt Twelfth 


So Say Relatives of 


Missing Mr. 


Detweiler. 


TOLEDO, Ohio, March 28.—The To- 


ledo police last night completely ex- 
ploded the theory of the San Francisco 
police to the effect that A. K. Detweiler 
was now in Egypt. 
The police au- 


thorities received a telegram from the 
cashier of the Manhattan Hotel at New 
York City stating that A. K. Detweiler 
of Toledo was registered at the hotel 
until Thursday of last week. 
He left 


ostensibly for home, instructing the 
clerk to forward his mall to his Toledo 
address. 


The local police are much wrought 


up over the story sent out to the effect 
that a local detective saw Detweiler on 
he streets of this city Monday, but re- 
'used to arrest htm. 
They'state that 


:hey are doing all In their power to 
assist the San Francisco officers to 
apprehend him. 


It is now authoritatively stated by 


the Detweiler family that A. K. Det- 
weiler is in hiding and will surrender 
when a ball bond of (130,000 can be 
arranged and public sentiment In San 
Francisco calms. 
FILE ARTICLES 


OF INCORPORATION 


The Hardwick Tract Company filed 


articles 
of incorporation with 
the 


County Clerk this morning. 
They will 


transact a real estate business In 
Berkeley with a capital stock of *75,- 
000, 
of which amount $50 has been 


commonly subscribed by W. B. Hieing, 
John Fryer, J. F. Lobbett, John Mc- 
Carthy and J. A. Martensetln, all of 
Berkeley. 


Articles of incorporation were filed 


this morning by the Standard Securi- 
ties and Development Company, which 
will do business in this city with a cap- 
ital stock of $100,000,- of whichc amount 
$35,000 has been actually subscribed by 
M. Zucker, William P. Todd, Alice F. 
Todd, F. F. Morse, C. B. KimbaJl, Al- 
bert Currtln, C. S. Goodman and 
George H. Morse. 


BANKRUPT. 


Mrs, 
Stubbs—John, have you noticed 
how much change there Is In this year's 
spring hats? 
, 
Mr. Stubbs (gloomily)—No. Maria, but 
I know there won't be much chance in 
my pockets.—Chicago News. 
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WELDING CHAINS FORGED 


BY GRAND WRY 
FURNACE 


Tracing Los Angeles Sack Which Poured 


Out Money to the Waiting 


Bribe Takers. 


SAN FRANCISCO, March 28.—Pres- 


ident Cas« was op'the grill yesterday 
afternoon. 


Caas, in addition to his presidency of 


the Home, Is president of the Cass- 
Damerall Hardware Company of Los 
Angelem and an active church work- 
er. He w«u in a state of utter collapse 
when he left the jury-room. H« ru»h- 
ed into the street in a frantic manner 
and in answer to the questions hurled 
at him, shouted in frenzy: 


'Gentlemen, for God's sake, leavtt 


me alone. I have nothing to Bay." 


WHAT CA»S TOLD. 


President Case, however, did liave 


something to say. He told the grand 
Jury Just the amount of money that 
was withdrawn from the treasury ot 
t'he Home TelepUone Company with the 
consent of himself and the 
southern 


board of directors. He told them that 
he and the directors were aware that 
the money was to .be used for the pur- 
pose It accomplished, and ttat it was 
going; to Oakland bank* and would be 
at the call of the attorneys for the 
Home Telephone Company. 


AFTER BIG ONES. 


The words of President Coss aided 


in welding the chain of evidence which 
the prosecution is drawing about some 


tlon consuming only a Jew moments. 
In explaining this he said: 
"They wanted my brother, who is down 
in Texas. I know absolutely nothing of 
the business concerning the company 
against which charges are being pre- 
ferred." 


NO BANK ACCOUNT. 


William Mead, the Loi Angeles banker, 
wa» the next to be Quieted. 
"Did the 
Home Telephone and Electric Company 
or any of Its raembers have m.n account 
with your bank?" he was asked. 
"Not one." 
"Did any individual connected with the 
company havn deposits In your bank?" 
"Not one," was his emphatic reply. 
"Our bank had absolutely no dealings 
with the Independent Telephone Company 
of Los Angelea." 
"Are you connected with any telephone 
company bearing that name?" 
"Yes, I am connected with the Inde- 
pendent Telephone Company that Is op- 
erating in Oregon and Washington. This 
company Is doing business in Spokane, 
Seattle and Portland. 
While Its name 


IK the same as that of the company here 
under discussion, it is not related to it 
in any way. 


KNEW NOTHING. 


"I was really suprlsed to be called be- 
fore the Grand Jury relative to this 
case," he added. 
"I know abso^tely 
nothing bearing on the issue involved in 
this bribery caee. Of course. I do not 
blame the jury for summoning me, for 
of the "big ones" in the Home Tele- they seem to be on a warm scent,' but 
phone Company. It might have 'been 
this realization that caused Caas to 
show so much anxiety and care. Casa 
will te called again this afternoon and 
the question of his dealing with the 


in my case it was futile." 
Mead's statement is not borne out by 
the evidence. It is.said that when the 
Independent established its business In 
Portland It announced that ft was allied 
with the Home Telephone Company of 
Oakland hanks and the knowledge that Zos Angles. Its apparatus 
he may have of the 
withdrawal 
of 
• 
• 
' 


money from those Institutions for the 
purpose of paying Ruef, the Mayor and 
the Board of Supervisors, will be en- 
tered Into and laid tare. 


The examination of the Los Angeles 


and Oakland men connected with the 


and Its employes Interchangeable, sev- 
eral solicitors being detached from IXMI 
Angeles and sent to the northern cities. 


DIRECTOR MORGAN. 


Percy T. Morgan, a director of the 
Pacific States Company, wa« also fa- 
miliar with the Home Telephone trans- 


Home Telephone 
Company occupied acUons 
an<J S»v« w? testimony with 
fnnr hnurs 
nurin^ that Mm. ,. i, ^ 
readiness. He refuated to say, however, 
« Jj£ /iL 
^i H8t 
£ time witness- tnat hls Opp0s[tson ,to the Home Company 
es were a!so called to show what might fed him To" the Jury" Voom volunSri1,?.' 
be the connection of the Empire Con- 
T. S. Parkhurst of the Empire Con- 
struction Company with the transac- 
~ 
- - . . . 
tion. 


WITNESSES CALLED. 


Percy T. Morgan, president of the 


California Wine Association and di- 
rector of the Pacific States Telephone 
Company; W. C. Patterson, president of 
the First National Bank of Los An- 
geles; T. H. Brown, outside broker for 
the Adams-Philips 
Company; 
J. S. 
Torrance, capitalist and one of the di- 
rectors o-f the Home Telephone Com- 
pany of Los Angeles; T. S. Parkhurst 
Jr., purchasing agent of the Empire 
Construction 
Company of Oakland; 


Nicholas Prendergast. electrician and 
promoter of the Home Telephone Com- 
pany of this city and Oakland; William 
Mead, president of the Central Bank 
of Los Angeles and a director In sever- 
al telephone companies, among which 
Is the Independent Telephone Company 
of Spokane, Portland and Seattle, and 
E. Oppenhelmer all were placed on 
the stand. 


MR. REARDON ABSENT. 


J. S. Reardon, chief clerk of the Cen- 
tral Bank of Oakland, who was to re- 
appear before the 'nry yetterday with 
an abstract of deposit* and withdraw- 
als of his bank covering the period of 
Ws connection- with that Institution 
and embracing a period of eleven 
months was not present. He will ap- 
pear today. 


B. 
Oppenhelmer 
was a witnesi 
brought •before the Jury, hlg examina- 


struction 
Company of 
Oakland, 
and 
Nicholas Prendergast of the same com- 
pany, and who in also a director of the 
Home Telephone Compatiy across the 
jay, were examined in relation to de- 
, 
- 
posits and withdrawals of »unds from the 
Oakland banks. 
It is believed that Im- Oakland; Max Wolf, 
28, Independence, 
portant testimony relative to the course Rnd joh:tnna de Pass. 24. Oakland; P.:t»S 
of the Home Telephone Company of Oak- | Heydorn. 53. and Elisabeth Trtest, 4*. 
land was obtained from them, but De- both Of Stockton; Joseph L. Vargas. 22. 
tective Burqe declares that no matter and Ma;" A. Lawrence, 20, both ot Hav, 
what is wsfearthed by the Grand Jury | ward; 'Harry E. Taylor, 31, Cincinnati.' 
lere, no evidence will be turned over to and Lillie Trleschman. "X, Los Anrelec; 
the Alameda district attorney's 
office I Ralph ft. Paul. 22, Oakland, and GutielJ 


Usi Allei's Foot East, 


street. Bast Oakland. Monday night. 
April fe.£.«7. Excellent prices will tie 
sriven, 


A powder to be shaken Into the shoes 
Tour feet feel swollen, nervous and damn' 
and get tired eully. If you have achlnr 
feet, try Allen's Foot-Base. It rests the 
feet and makes new or tight shoes easr 
Cures aching. swoDen. sweating 
f«et, 
blisters and callous spots. Relieves Chil- 
blains, corns and bunions of all pain, and 
gives rest ana comfort. Try It tod*. 
Sold by all DruggliU and Shoe Stores. 
2Sc. Don't accept any substitute. Trial 
package FREE. Address, Allen 8. Otn- 
sted. I/e Roy. N. T. 


UEF IS I 


Old Home of Mayor! 


Schmitz Leased 


dy^/jsor. 


SAN FRANXnBCO. March 
28.— Kcon-\ 


omy ami the fear of Ruef's beng rescued! 
by frlecds ha* led Ellsor Bijggy to ceefci 
a new Jali for the curly bom, and tolnjrl 
the official party of jailers and prisoner ' 
moved Into their new cuestert at Xo. 
2S49 Flllmore street, once the home of! 
Mayor Schmits. 
The house was lensedM 


from F. A. Reise, who holds a lease fiom 
the person who bought it from Moyor 
&chmtz. 
The house is located 
at th 


foot of the toboggan slide down wHcl» 
the Un:ted Railroads trolley cars cui 
into th<> lower grades. 


Under the arrangements already mafl* 


by A>ir Blggy, the party will ocrjpjr 
the entire second floor, which inclu*;* 
(our bed-rooms, a bath and a lava'oTT 
end the first floor consisting of a parlor, 
dining-room and 
kitchen. 
The 
fl"st- 


mentloned suite will be used by PueB 
and the lower floor by Elisor Btggy an* 
the guards. 


NUCF SATHFItO. 


Rucf't meale will 
be served In 
lilw 


rooms. 
The 
boss, when told of 
the 


change, expressed his satisfaction at t'.w 
same U;ne saying he knew every foci ofl 
the pla:e. 
Vlewine the situation fron»| 


the strict point of a Jailer, the Elisor ha» 
fortified the place and selected all thej 
strategic points from which a guard caw 
at all times keep posted as to the ap- 
proach of any person In whom they ar» 
suppose! not to place confidence. Ther«( 
will be a guard all til* time at th* fvon») 
door. 


Until further no tic* West 18«7 will b« 


the number of the telephone which la u»| 
be placed on the floor ueed by Ruef. 'J'hl« 
will be for the use of the BUsor an* 
Ruef. 


HEAVY BILL*. 


It has been just three week* line* Ru«f 


was taicen to the St. Francis Hot*!, an* 
two weeks since he was placed lacom-j 
munlca-lo. There seems to be a generat 
satisfaction all around as to the change. 
The bills for the party since their «tayi 
at -the awell hotel have not yet l.ee« 
made public, but they are threatening 
to the dignity of the new era of referral 
and economy. 


FRUtTVALE RED MEN. 


The tenth annual 


AJnwahnee Tribe, No. 


ball given 


I. O. R. 


bjn 


at Blackmail's haJI, Frultvale, Satur-' 
<?e,y evening. March If, proved to t>« a> 
grand success. In spite ot the badi 
weather. The grand march wa« •tort-, 
c-d at f:Sfl sharp and from then until! 
midnight the young people made merry; 
an<3 enjoyed themselves to the utmost. 


The 'l>all was a great success finan- 


cially, as well as socially, and all pres- 
ent went home with the opinion that! 
Ahwahnee Tribe Is a «reat factor it* 
their home, town, socially as well a» 
fraternally. 
Thoso on the floor committee wer«i 


E. T. Lennox, 
L.. J. .Flnley, F. I* 
Fiest, J. A. Medina and F. Krelfr. 
The tribe takes especial pride in 
their degree team, which 
has 
lonsj 


been acknowledged the banner team ot 
the county. The wall* of their wig-! 
warn b^lng decorated with many tro«j 
phles won by them 
in 
corn-petit I v« 


drills. Although the team has only ai 
local reputation, it is soon expected to ' 
he ranked among: the best in the Stale, 
having1 accepted a challenge from th« 
Iroquoix team of Stockton, which 1» 
ranked as one of the best teams in 
California. 


The c'ompetltlon was to take plac» 


March SO, In the hunting ground* of 
the Stockton team, but, owing to th*. 
recent floods, it Is postponed until th« 
later part of April. Many chiefs iron* 
all part* of the State are to be present, 
some of the tribe* going in a body. 


Special rate tickets on the Santa F*j 


can 
b<' 
procured 
from 
AhwaJme* 


Tribe, v.-ho have chartered several car*) ' 
for the occasion. 


MARRIAGE LICENSES. 


David A. Gatto, 29, and Pauline Irvlo. 
JI. both of Black Diamond: Peter Ghlo-eo, 
2J, and Rose Scotto, 20, both of Berke!ey| 
Leroy W. Jackson, 4S, and Susie M. Glad* 
both of Oakland; August Pool- 
Johanna GerdeK, 22, both 


unless requested. 
Henrlkti-n, 22. Selma. 


IT'S A FACT 


W« an raslwd to death with sills IM 
borers who are sarlnc from »10 to lit per 
Canwt and wnoal uoaab «m "inliin. 
Rocs. Bhada. Cyrtatas. «ks. 


7*» 


THURSDAY EVENING, 
OAKLAND TRIBUNE.' 


IMPRESSIVE SCENE IN COURT, ROOM 


WHEN LOUIS GLASS IS ARRAIGNED 


Accused'b Given One 


(( ontmucd. From Page One) __ 


»cp 
tatnm cn.netl his nr-r-K f o r i bet- 


't 
\IGV, of thf arcusfd man 
RapulU 


and in monotonous tontb the clerk be- 
gan the roidin 
f7ime mchctirunt^ 


fi icallj -phn^ d 
.' L >uis Glas1- i-~ 


ui> of tht citi 
'"tanci'-co stati 


of 
felnn\ 


)nbe to &uper\isoi F P Nicholas on 
the fifteenth daj of March, 1906 
in 


the oatd l.ouis Glass did wilfulb 


inlawfullv 
feloniously 
and corrupt Ij 


to thp said F P N>cholis uhile 


ot the 
first of the j 
i lr-ngth> and tech-" 


1< onment 
in 
which 


\(. rus"d b\ the grand 
aid connt\ of Sin 
ot C iHf >rnia 
nf the 


to \\\t 
gl\ ing 
a 


TIE! HEED 


of Oakland who tod 


C 
COOGAN 


appiaitd ab attorne> for Lotub_ 


she 


:he said Nicholas was a immb<-r of 
:he Board of Supervisors the sum of 
taOOO in lawful monev of the I ilted 
States of America as a b'ibe w ith the 
wilful, unlawful felonious and couup 
Intent to corruptlv influence 
Nicholas 


to vote against the awaraii.g 
of 
a 


competitive telephone francM-t to the 


tfHome 
Telephone 
Companv 
of 
San 


QYancisco. 


MANY BRIBED 


The_ reading of tht 
indictment 
and 


rfif mo'st of the Mib^ (|u U mi chaiff 
Ling Glass with l i i v i i f , bnbtd ! i th 
*<=ame put post and in h s vm 
am tunt 


end on the sun 
' 
•• ip rvi'-oi 
An 


tin vv \t 
W Us n 1 nn i fcs J Phillips 


£dvvard P \\aK'i 
i \\ ( d t e j 
This 


>r Lonergln t 
1 •- 
BOXLI n 
Duilei 


G ( o l t m i n a i d M x Mamlock closed 
with th< 
i c it it 
i 
>f tne 
names ot 


th 
fnllcvvnp; p r 
i -, as having ttsti 


fietl b t f > i 
UK „ nul jurj respecting 


Oil1--, act i 
v 
l 
THOSE 
WHO 
SWORE 
, 


Ml O! 111 
( t , u 
n -upd 
aois 
< V.CP.V | 
Gtoisr" b 
Unit v ind \v 
'V 
fcmdeison 


(the 
U 
i i l a d not te^lifv until VPS 


tt •- 1 u 
u 1 
h 
iidiitmetits 
asilnstj 


C.I it, 
v 
i u i iKti 
n 
Match I 


2") 
Pi 
' l 1 IKK 
Ruu i tit Id 
if : 
rtMntaJ\ 
' t i 
[ mi "I fctitos Inde 
rc-nr'eni l P k | h » i 
I 
nip i u of tin Ktl 
legp- 
^w It i 
ud 
( imp.'i \ 
Hugo 
[v 
Asiur in utorn 
[ rt d 
^ 
r iton 
V, il 
l'im J 
r 1 ni D 
f 
1 / i r n r t r 
ihomay 
E 
Shtrwm 
\ 
' 
ft r^r 
f' C Tarroll 


and 
C J 
11 11 nil omplo 
of the 
Pa 
c nc States 
Tt-lpphone Comt anj 
FranK 
Erumm lien 
1 Scott formerlv presi- 
dent of tlu \ m n 
lion 
\\orks 
now 


provider * ^l 
IT| iss temper 
ind John 


Curr in 


THE 
CONTINUANCE 


\ 
i 
] k L n t l u t d 
lu icadirg o' 


c i h i id 
"• in h 
iskcd 


L 
n^ 
,li<^ 
K tint v o i r t UP nan 


a 1,1 li 
( t 1 t ted 
v ILL pi c13 (' IIL arsvv ft 1 


in a 1 w tone 


"i e 
MI 
\s oa h indictment wa« '"r'shed b> tllP 


ctPl 
Attiuip> to:>gaii i us 
ind asked 
a untinuim i 
't out week to give this 


def ndant tlm 
in vv h cli u pit ad 


V<=sistam Dl-.uk t Attorn" 
H ncv con 


SPnted leadilv tn this statins t h i t U wai 
n tcssarv in lilm to d t v n t 
til-, time t" 
tne next week to the Gi nd lurv ritlu 
than to thp pros union of G'ass 
ind tin 
ccurt ginn'ed the contlnu i m p 
at 
t i c 
samt 
tlmt 
receiving the i turn o' tin 
bu th wai lints on w h l i h r.Uss wfis ar 
luted nnd stating that thi ba 1 bond of 
J10000 would he allowttl to stand on each 
c the nin° counts 


AN HOUR IN COURT 


It required an hour to real all of the 


Indictments 
and throughout that time 
Glass was compelled to ketp his ft et at 
the bar 
HP stood with his hands In his 
pockets 
his massive shoulders th own 


far back 
his chin thrust forward 
HE WAS NERVOUS 


Frequentlv 
IIP di=p!a\ed 
nervousness 


bv taking a 1 *nd fiom his poi ket and 
v ith forefinger 
tiaoing ima^inniv aia« 
besqups on the tolinstl board t istt ned 


the back of the pew in front of him 


• brushing: awav fincied specks of dust 
• occasionallv biting at his nails 
The 


moment the loner ordeal wa^ over he hur 
ned with his attornev frc-m the huildlnK 
bv a rear door to escape the newspaper 
photograph ei = who 
thlnkirq- he 
would 


crime out hv t he front doors wore ma«s 
r i on the r irh on "Uorster street 
II 


•= 
perle 1 in oiadlnc; them all 


re-fore ' a v i n e t i e Tpmplo bnth Glass 
-u I Coocran rpculspd in opport' nitv glw 
p 
them to ni ike n <-tatpmPnt fnr pub 


llcatlon 


DETWEILERS CASE 


Tne 
thirteen 
bilberv 
indictments 
against A K Detweiler were then called 


it as Detweiier has not vet been ar 


tested 
his arraignment was continued 
' 
01" week and new bench warrants 


ore 'satiet' to the sheriff for his arrest 


>-„!„(- fxed at J10 000 on each count 


aie preached the principles c i rnvial 
itv and the doctnne of Judiasm 


On the ilooi below the p atform the 


cletk 
Mirtin Welch 
has established 


his quuteis 
To tht left two pews 


have betn set ipa.it foi the use of the 
mil 
io tht light temporal! dtsks 


h iv 
hi tn rlggec' on walls of the firnt 


ptws tn 
the use oC the attoin ys 


I he flioi is toveied with a i k h \Ail- 
ton vehet taiptt 
on which 
footfills 


aie nolsf less and theie Is little hope 
tint thl-- caipet will be in <. present 
able condition after the motlej ciowd 
which will attend these trials, shall 
have cleaned theti 
shoes 
upon 
the 


wine colored surface 


GLASS IN COURT 


I ouis Glass is no longer a v oung 


m m althiugh -nassive well tie>-eived 
ind 
appirentiy 
ot a 
lesolnte 
and 


pugnici us disposition 
His I I M I 
is 


scant and the ashen hue ot I=P has 
s t t t l t d upon his complexion 
Ht v\ is 
urhtd in the plain suiL of v business 
man ann took his seat with his Ufn 
ne\ 
J 
C Coogran of Oakland m the 


[list pew on 'he v est side of the svn 
a^igue under the eves of the court 


A \ h i n he was commanded to starcl 


up to listen to the formal leading of 
tht nine complaints against him 
he 


muntalned a dignified at the 
same 


tlmi 
a thoughtful and retlPctive de 


iTioinoi 
\t times his hands 
weie 


burled In the side p ickets of his sacque 
coat 
\t othcis the> clinched and the 


knui kles rested on the lawyers board 
in fi nt of him 
Soint times he buislt 


pd liutrmarv particles of dust fiom 
he pluck rlH0,!1^ 


I nonv IRK we have been unable to do 


i 
up t i the present time 
The notes 


h<ut n >t bt,p| extended' 


\Mi n w i l l thc> bt extended' ask- 


ed C o< ^an 
I i j nut t II now 
The stenographer 


vvhn rock tup noies Is the sttnogiaphei 
w h ) his hid the woik foi the gland 
i i \ 
l t iiinot tel! \ou now when thev 


wi i b 
leadv 
M l I will telephone you 
it In 
n the sujpct 
said Ml Henev 


[ w 
hi s tgiTPbt 
sucl Mi 
Coogran 


Unit tlit List feo O V P 
roi one week 


\A e 
lia\e 
no 
objection 
Slid 
fiii 


Vir 
Vf 


the table and then again 
nervously at his throat 


NO PLEA MADE. 


His eves were directed 
ei^het to 


wairt tht table In front of him oi on a 
gikkn lepresentation of the Fables of 
t i e Ltv\ given to Moses \\hlch vvett 
( mhl izot ed on the wall opposite the 
pulpit 
Attorney Coogau a--l-td 
that 


the ohaige against Glass be tintm 
mcl but Judge Law lor said tht indict 
mpnt would be read and that the con 
tinuanco might latei be gi anted 
ind 


that then a plea could be enttied 


N I N E 
INDICTMENTS 


There were nine Indictments to be 


read each containing stve al hundred 
words and the reading of thesi ton 
sumnl maily three-quarttis 
of 
an 


h >ur duiiiiK which time the defendant 
r v u l o n t l v ktenl> felt the humiliation 
cf th* ordtal 


THOSE 
IN COURT 


Theie weio piesent in the 
court 


room at the time several of 
Glass 


business associates 
District Attorney 


Langdon Assistant Dlsttict 
Attornev 


Henej 
Detective Burns 
all thiet of 


them having been Instiumcntal m en 
compassing Glass arrest 
The 
first 


Indictment read was that chatglntr the 
defendant 
with 
bubing 
Suptrvisoi 


Nicholas bv the paymtnt 
ot 
^ 000 


•\\htn this had been leul the 
tlerU 
said 
To these Indictmenth what is 


jour plea' 
Befoie Glass c< uld an- 


swer Attornev Coogan said he would 
ask for a continuance in which 
to 


plead 


CHARGES NOT READY 


It is cnstomarv 
said 
Assistant 


District Vttornev Henev 
w In n i plea 
ti i felonj is entered to fmnlsh the 
defendant 
w i t h a 
c opv 
if the test! 


Mp ev 
II is the bench warrant been leturned 
and his tht bal bond been flled' asked 


lCI?fk Uel>h replied in the affiimatlve 
1 he motion of the defendant may be 


c anted and the case will be continued 
until April 4th to plead 
said Judge 


I avvlor 
, 
.. 
The clprk then lead In succession the 


II chctmonts lonnd 
chirglng billing 
bv 
Gliss 
of Supervisors 
V\ llson 
Phillips 
\\ilsh 
Coffni 
Pure-v Button Manlock 


i id Loneigan 


THE WITNESSES 


Af tei eat h ol these Indictments 
Mr 
Lougan made a motion to continu* the 
pka 
The couit piopounded the saint 


question 
lefcatdmg the otnch waiiant 
and the bill ts he had done afttr tht 
thst indictment and then made the same 
uidei of contlnu \tict. 
To each indict- 
ment was appendtd tht names of the 
witnesses btroit the j u l v as follows 
bupt i \isors oh tries 
Boxton 
Thomas 
I 
Loneit'in 
i-dw nd i 
Walsh 
Max 
Manlotk 
Jennings J 
1 hilllps F 
P 


Nicholas Joseph r 
Kellj B UcGushli 


••[ 
\^ 
( oftt-j 
Anditw VI \\llson Jomes 


I 
Ualiglei 
C 
J Hatrgan Daniel G 


Coleman f 
A R"a Samuel Da\ Is and 
J rutev 
witnesses that were not members 


Miss 
McReynolds 
Says She 


Thinks Her Expulsion Best 


For All Concerned, 


BERKELEY 
Marcn 28—"Extreme 


untongeniality" said Miss Isabel Mc- 
Re-snold to a representatK e of 
THE 


TRIBUNE today, "was the cole cause 
of the se\era .ce of sorority relations 
between myself and the members of 
the Delta Delta Delta 
Miss McFe>nolds says she consid- 


ered it far better that she and her for- 
mer sorority sisters should go separate 
wavs, when It became e-ilflent that 
they could no longer agree 


"One thing we agreed to do, 


said, 'was to disaeiee 


IS PRIVATE MATTER 


The crux of the difficulty,' con- 


tinued Miss McRejnolds 'was a pri- 
vate and a fraternity mattei and can- 
not be fulh discussed 
The action of 


the Delti Delta Delta girls in form- 
ally dioppmg me from the roll of the 
chaptti can have no direct effect upon 
any univeisltv work and vvill not in- 
terfere with my plans so far as I can 
tell at the present 
'I am sorry to see the incident re- 


gaiding the mirrors of Miss Jennie 
Buslcv dragged into the case, as. tha 
appeared a1 the time to be nothing 
more noi less than the work of a so- 
called brilliant press agent" 
'I 
will 
appear 
in 
mj 
role 
in 
the cast of Jhe Little Clas Can 
and 
will continue as usual to take part in the 
rehearsals 
I hope in the future, as in 
the past to be active in college dramat 
ics ' 
Miss McRejnolds is at the present re 
siding with her aunt Mis E B McBul 
lock at ^921 rulton stieet 
She did no 
appear to be idveise to 
being Intel 
viewed 
IK r 
p irtlculnrlv 
annoyed 
b\ 


newspap'ei p blicitv 
Slip takes the affai 
ihilo,ophicill 
nnt1 <ll-cuFSes It coolj 


NO FURTHER ACTION 
Mics J no 
Si 
e-l 
id\ 16O1 
to 
th 


w jmen. stndentb of the university said 
when intcri ewed this morning that si 
Vu 
as she was concerned 
no actio 


ivoul 1 be ta^en bv the unlveisltj as th 


ult o' the dismissal of Miss McRev 


nold= fiom hPi sororlt-v 
She further sal 
that the tatse for the seieiance of rela 
itns between Alisa McReynolds and th 
:ri tip! t pills 
was apaprently not sue 
is to effect he1* lelatlons with the un' 
veisltv 
> 
t 
activities 


Jt Is n simple case of divorce 
sal 
os -i 
I P 
a severance of relations 


Tht iT 11 
s a stilctlj piHate matte 


jetwppi 
"Miss McReVnolds and hei foi 
mer sc: oiltv sisters 


UTTEMPTS TO 


BY 


FIVE FOOTPADS 


Carpenter Held Up and Relieved 


of Clothes as Well as 


Valuables. 


SAN FRANCISCO, March 2J —While on 
It way to his work this morning, Rlch- 
.rd Stenman. a carpent**, residing at 
42 Greenwich street, was Held up, be&ten 
and robbed this morning at the corner 


if Montgomery and Union streets by five 
hugs 
The robbers not only stole Sten- 
man s money and gold watch, but re 
leved him of his overcoat 
coat and 


thoes 
, 
Stenman struggled with the footpads, 
ho knocked him to the ground and ga\ = 
ilm a severe beating 
Specia1 Officer James Downing and Po- 
iceman F H Fljnn were attracted to 
he scene of the hold-up by Stenman's 
cri»s for assistance A chase ensued and 
John Sullivan and Merrill Wright two 
of the footpads 
were arrested 


BABY IS HELD 


FOR MOTHER'S DEBT 


(Continued From Page One) 


and ran Into the house crying "Grand- 
ma 
where he hid In the folds of her 


skirt 


In vain did the mother and officer 


plead with the foster parent to give 
up the child, and as a last resort a law- 
yer was retained 
Yet to no avail did 


the man of legal talent pot»* out that 
it v. as unlaw ful to withhold the child 


; a bond for debt 


SCORE<6 MOTHER. 


When asked whj she did not turn 


the child over to Its legal guardian 
and parent Mrs Alcauitar \ehemently 
declared 
"To give up Johnny into the keeping 


ot that woman would be a crime The 
life ot shame that she leads would be 
the ruination of the boy, and If she 
should take the case to court 
any 


Judge that -would give her the custodj 
of the child would be responsible for 
his ruin that would surely follow from 
a life 'ed in the environment of hei 
associates 


WILL DEWAND PAY. 


' If tli<?\ should force me to let him 


go I shall demand that they pay me 
for all the time that I ha\e kept him 
while his mother has been leading her 
nnfailous life 
She will have to pa-v 


me befo-e she lajs a hand 
on 
the 


bnj 
The lawyer and the policeman 


aovised me to give the boy to her, but 
I shall not 
I'll fight it out to the bit- 


ter end 


* 


Sixteen-Year-Old Girl Tries 


Leap From Ferryboat 


Piedmont. 


to 


of the boaid of gupervibois weie as fol- 
lows 
M ss Nellie Smith of Frultvale 
II M Owens Di Tred Butterfleld Hugo 
Iv 
Vshei 
Fiecl \S 
Fasten William J 


Philliis K J ylmmei 
Thomas I fcliei 


vv n 
l t a i k Dium Heno T 
Scolt A 


B ( oopei 
E 
L. Cauoil Join Curran 
n i t J Hal 
Aftn the 1 st indktmont h"d been lead 


In IKC I 
viol si I 
1 lie case will 
b< 
tr itlnued until 
Ihuisdav next 
ind 
would sUogest that it no piotecdiiifis be 
tnken ut 
ting the Grand luiy that th' 


Distiict \ tornov be notlfltd of the fact 


DETWILER 
MISSING 


The cue of A 
K Detwiler who i 
dinted 
vlth bribing Supei visors Box 


tjn 
L.oi-1 ifcan 
\\albh, Mimlotk, Phil 


lips 
Nicholas 
U in lean 
Kelts 
Mt j 
Oushin 
Cotltv 
-\V iNon 
Ga aghel 
Coly 
m m Rca ind D \ is was ihtn called 
1 belli 
said lientj 
that the 


"henfi his made a return on the wanuit 
to tht eltect that he has ll^t been able 
to nnd D 
\vilti 
Do jou wlbli the court to flx the ba 1 
and issue a bench wariant? asked Jurjge 


ies 
v o i r honor 
leplied Herey 
I belie t Jie defendant is ojt of the 


Staterlt is not. within the jurisdiction of 
the cunt' 
a.sked Law lor 
He i, not 
replied Ueney 
'I believe 


he is n hiding 


*>hPiilt O Ntlll then made formal re 


tuin on the wiiiaiit to the effect that 
he had 
u^ d diu diligence ind had not 


bet u able to Iincl the defendant Detwi 
lei 
Hie couit then ordered a bench 
wauant to issue for Detwiler and set the 
ball bord foi S10 000 on each count mak- 
h cr a total of $HO 000 In all 
a he sher- 


iff w is instructed to invoke the asslst- 
mtt of the police in apprehending Det 
wtlei 
1 IIP 
witnp=spc against Eetwiler 
are 


thp tlintppii Supervisors nbov e n ention 
pd v\lm i 
e n c d In til about s r 000 


Mis" GussleHaHtead 16 \ ears of agt 


vesterda\ 
made a decperate attempt 


to commit suicide bv attempting to 
jump from the ferrv 
steimei Pied- 


mont 
She was prevented from carrv- 


1ns out her attempt bv State Police 
Officei 
McConnel 
She was enroute 


from San rrancitco to Portland 
* 
sictei took her in charge but could 
ascribe no reascn whv 
she 
should 


have attempted her life 
LEflPSiifOF 


Illness 
and, 
Strange 
Voices 


Cause 
Man 
to 
Take 


Fright. 


J E Cailson a carpenter from Los 


Angeles 3timped from* the windou al 
Dr Enos 
office last night and was 


pamfulh bruised as a result of his fall 
Se was supposed to be insane but an 
examination at the Recehmg Hospita 
showed that he was suffering from a 
sickness 
and the sound of stranre 


voices talking in a foreigr language 
caused him to take fright and dttemp 
escape 


( 1 


Sps-ial to THE T R I B U N E 
\ FRVNCISCO March 28 —Louis 


vtce-p'esldent and general man 


ager of the Pacific States Telephone 
( o-npanv appeared before Judge Law- 
'or In tht, buperlor Court this morning 
fo»- arraignment on a charge of brib- 
ing nine members of the Board of Su- 
per\ isors of this city to Induce them 
1o -vote isramst granting a franchise 
to a rival concern known as the Home 
Telephone Companj but at the request 
of his at'T-n \ 1 O Pooijan of Oak- 
lanel 
no ,il^a was 
ntered and 
w i t h ] 


CONDUCTORS RND B. OF R. T. 


WILL IGNORE LAST OFFER 


Arbitration Under Erdman Law Turned 


Down—Carmen Will Now Pre- 


pare for a Strike. 


prosecution 
until 


the 


Thursday | 


in the 


the consent of the 
case was contlnu 1 
April 4 to plead 


The dtftndnnt is out on ball 


sum of $90 000 


TO ATTACK INDICTMENT 


The Idea prevails hire that when 


next the defendant apptars in court, 
it will be for tvie purpose of attempt- 
in? to qUT=h the Inllctnunt 


DETWILER S CASE 


The case of Abiam K 
Detvv iler of 


Toledo 
Ohio cha-si 1 
w i t h 
bribing 


thirteen supervKois m the interest of 
the Home Telephone 
c -tmpanv 
was 
also continued until Thursday next at 
10 o clock a rr 
toi the iea<=on that 


Sheriff 
O Nelll ot this cltv made a 


return on the warrant that he had not 
been able to ascertain 
the 
where- 


abouts of the accused 


IN THE SYNAGOGUE 


The pro"eec1tngs vveie held in 
the 


luxurious!! fu-"i-'ie I "v mf,oaue Sher- 


CHIC\GO 
March 28—Representatives 


of the trainmen and conductors cleclHed 
todaj that they will ignore tlie proposi 
tion of the peneral managers of the -west- 
ern rahoids looking to arbitration under 
tlu Iirlnnn act and \oticl to peisist in 
theii 
p ppuitiors for a stilke 
lhe\ 


deUue that L w ilkout Is imminent un 


thej would stand by their respeithe of- 
ferings and would not recede 


Locallv the conference now or In Chi- 
cago is of v ital interest 
It is under 


stood the dh Ision in this citv and tho^e 
in the immediate viclnitv voted unani- 
motish to i t i t c t the offtr made bv the 
gtntril mini^eis and this v^tc w is for 
VMI ded to Chicat,o 
One of ttte leidin 


menibeis of the Ordni of Rallwnv Con- 
lesc tho man isers malve &ome further duc^ots lure sail today 
concession" 
SOLID ON STAND 


Conductois hereabouts are solid for 


On Trial Second Time After Be 


ing Acquitted on One 


Charge. 


Thal relations between railroad man I the proposition of ten per 6en» 'ncrease 
agers ot roods west of Chicago and trim an[j regulation of hours of labor 
Think 
operating labor organizations are strained of lt 
Ho<1 carriers are paid ?B a day 


la evidenced bv the conference now in for .ljrht hours work and they have no 
session in Chicago Heads of the Order responsibllltj 
Conductors on passenger 


of Railwaj Conductors and Brotherhood ancl freight trains are entrusted with 
| of Rallwnv Trainmen together with del- prOpertv and eaulpmcnt valued at thou=- 
i egates from divisions of each of these anc^ ol ao|lars and the passenger man 
i orders from all points of the 
vvi stern na, tnp hves of Hundreds of passengers 
countrv 
h iv t met the generil managers 
• ' 
-- 
rr- 
<- -- 


nnd told thorn plunlv thu a refeundum 
vote on tht 
proposition submitted by 


the rtihoad^ hid been tinned down 


ASKED FOR INCREASE 


Operators have asked the companies to 
grant them ten per coat increase in paj, 


George P Brosvn Is beinp tri»l 


foigeiv for the second time in aoju 
tvvo months 
He was acquittedt s^veri 


weeks ago on the charge if passln 
forged cl eck 
on 
a Berkeley 
bank 


Brown managed to establish an alib 
as he claimed to have been shinglin 
a house in Ivorth Berkelej on the ila 
the bank authorities cashed a che'k 
and \\ho--e 
indorser 
was 
posidvel 


identified as the defendant Brown 


The di^ net auorne> s office Is I 


possession of seveial 
bogus 
h» 


which an said to have been cashed b 
Bro-svn The charge on which he is no 
being tried is for passing a worthle1 
paper for .about J14 on the bank ac 
count of F K Armstrong a BTkele 
contractor 


with an eight-hour day for freight men 
and a nine hour day for passenger em- 
ploves 
The companies were willing to 
grant the increase in pay, but refused 


in 
hlb chirge 
He is personally 
re- 


sponsible for all of, this and Is asked to 
work long houib and at pay below that 
of a hod carrier 


MUST DRESS WELL 


Conductors must dress well live well 
several uniforms each year 
hen out on the1 road and not do 
pay 


1th Israel at t 
•> tor-^i 
if \\ebster 
rio"Us divisions tn ougr-out th 


and 
California st r>i ts 
in \vr-nh 
on and unanimouslv rejected 


Saturdaj the u--anl e igiouo st vices | 
OFFICIALS CONFER 


of the Hebrew congrosatnn are leld 
n liere wns a L0nferenc, J imsdaj be 


On a pert or ere pkiiiorm of ,>e tern- tween I- "ad officuls In the two ord»rs 
pie 
adjoining the lecurn and pulpit delegates from 
these and the general 
Judge Irfiwlor has fixed a desk and i managers when the result of the vote 
out justice where on a Sabbath was announced 
Both sides announced 


purcnase 
board vvh 
It on money outside their rearular pav 
It has come to a point where con- 


= 
.. 
. 
,.-,.- 
„ , 
,iductors have decided to receive a salary 
to consider the day limit scnedule and, sufficient to par expenses and to make 
made a proposition alorg lines of a the position one that will place It on a 
twelve per cent increase in pay 
This higher plane than the hod carrier «Oiher- 
was referred to the lodges in the va-| n i s p tiiey will stop work and engage In 
nous divisions tn ougrout th» countrv 
mi-.mess that will be more lucrative ' 


* 
BUSINESS REASONS 


I 
That judge is ihmlj opposed to the 
unwiltun !aw ' 


But then 
> ou se^ he started in life 
as a 
court 
stenographer ' -"-Baltimore 
American 


RESULTS 


FIRST RACE 


Huskj 
114 (Keogh) 11-2 even 
Jeremiah 
102 (Bice) 
10 5-2 
4 3 
Import 114 (Graham), 10 5-2 6-5 
Time, 0 68 4 5 


MEETS DEATH BY 


FALLING ON DISC 


,os Angeles Men Invest In Oak- 
land Realty—Secure Valuable 


Frontage. 


William G Bradshaw 
and 
F W 


owner 
capitalists of Los Angeles, 


ve purchased 80 feet fromage on 


he north side of Fourteenth street, 
ctween Webster and Harlson streets 


>AYS HE WAS 


ROBBED OF RING 


George Washington a colored man 
he has rooms at SIS Willow street 
f-ported to the police this morning 
hat h» had gotei Into wrong com- 
anv last night and was robbed of a 
lamond ring i ilued at $150 
URLS' ASSOCIATION 


WORTHY OF SUPPORT 


Respect 


* ~ 
YOUR 
Stomach 


G 


IVE it foo«t that will not irritate or 
retard the performance of its natural 


functions, and it will reciprocate in a way 
agreeable and comforting. 


No single ingredient contributes »o 


largely toward wholesome, nourishing, 
agreeable food as Royal Baking Powder. 


Royal Baking Powder's active ingrer 


'dient, Grape Cream of Tartar, is the 
most healthful of the fruit producti. 


This is why Royal Baking Powder 


makes the food finer, lighter, more appe- 
tizing and anti-dyspeptic, a friend to the 
stomach and good health. 


Imitation Baking Powders Contain Alii 


"The use of alum and salts of alumina In 
food should be PROHIBITED. The con- 
stant use of alum compounds exert* a 
deleterious 
effect 
upon the dlgesttv* 


organs and an irritation of the Internal 
organs after absorption. 


"EDWARD S. WOOD, M.D. 


"Professor of Chemistry 


••tUrvM* Medical Sctaoel, BtMtM.* 


•OVAL IAKIN9 fOWOM CO., NEW TOM 


SCREENED FROM VIEW SON 


WILL GAZE UPON CORPSE 


Man Who Admits Taking His Mother's 


Life Is Unmoved by Awfulnejs 


of Horrible Crime. 


Editor 
TRIBUTE — The 
Young 


Women s Christian 
Association 
de- 


ervee the commendation and 
lo\nl 


upport of everv business man in this 
ection 
The movement now under 


35 will make the Influence of -vour 
nstltutlon felt to a far greater extent 
ban e\er before and safeguard the 
Hes 
of 
manj 
hundreds of young 


vomen who come to this city yearlj 
o enter the business world 


It should be borne in mind that the 


association is not a substitute for, and 


no wav conflicts with the church 


The true conception of this organlza- 
ion is to reach the -voung \vomen who see you 
need tho noral surroundings 
of 
a 


lome 
Assuring jou of m> appreciation of 
he noble -work already accomplished 
n this fast growing metropolis and 
m\ belief in vour ultimate success in 
the new enterprise \ou ha\e under 
taken, I am vers corllally \ours 


R V DIXOX 


Manager Heald-Dixon College 


* 


Ehrtand H SoSertwrr, accused of the 


murder 
of his mother 
Slgrld Martha 


Soderbere was arraigned before Police 
Judge Smith tlili morning and his pre- 
liminary examination waji Mt for April 2 


During the reading of tha complaint 


by Clerk Henneesy the accused son, who 
Is self confessed 
stood as stolid as a 


wooaen Indian never wincing: when the 
dread name murder was pronounced 


HAS NO COUNSEL. 
" ^.re sou represented by an attornej **' 


aeked the court. 


• No ' replied the defendant, "but my 


friends are tryinsr to get me one ' 


' When will you be ready for your ex- 


amination' ' Inquired th» court. 


' \ny time next week" 
"How will April 2 e lit jou' 
asked 


the court, 


lhat ti all right" 
( 


This was practically all that 
took 


place 


defend him 
Hl« onlr hop* of eioaphic 
the gallowa lies In the fact that h» may 
plead Insanity but unless h« can tt'~ 
money there s»ems to be little doubt^ 
that his case will be 
"" 


and disposed 
>f 
^'*.»*«• 


In the courtroom 
TO BE BEHIND SCREEN. 


Before court convened, however a drp- 


matlo episode took place when Deputy 
Coroner Bert Sergeant asked the prisoner 
If he would 1U» to attend the funeral of 
the mother he admits having murdered 


"I would like to 
h» said 'but there 


•would be a great crowd " 


•If you wish to attend ' said the dep- 
uty ' we can arrange for you to be hid- 
den behind a screen so that no one could 


HONOLULU March 28 —It is stated 


here that President Roosevelt has of 
fered to appoint Go\ ernor Carter for a 
^econd term 
The Governor is con- 


sidering the matter and probably will 
confer 
personally 
with. President 


Roose-v elt before reaching a decision 


Willie as a Cleaner 


1'would like that" replied Soderberg: 


IS MAN OF STONE 


•« hile the discussion of the burial ar 
rangemcnts was being carried on the 
son evinced not the slightest emotion 
His cool demeanor during the atrralgn- 
roent was 
the sole topic of those 
11 
court 
There was a slight heave to hi- 
bosom but It was not marked 
Despite the fjct 
that he has con 


fpssed Sodetborg now Is willing to make 


fight for life 
He w tnts an atlor- 
nev but as >et none h u P ipppared to 


Late Traffic Manager of North 


Western Pacific Buried In 


Oakland. 


The funeral of R. X Bj-an. who for 


fifteen years was general passencer 
agent of the "Northwestern Pacific Rail- 
road, was leld yesterday 
from the 


church of the Sacred Heart 
Rev Jo- 


seph P McQualde, of San Franci«co, 
celebrated solemn requiem hlg-h ma«« 


A W Foster, former President of the 


Northwestern Pacific, Thorra* Mel- 
lersh, Controller W J Hunter, Super- 
intendent a^ O MacMullan, Chief 
Dispatcher 
were the honorary pall- 
bearers 
Manj personal friends at- 


tended the services 


MASS BY STEWART. 


A feature of the Easter service* «.t 
St Dominic i Church on Sunday next 
• III be a tie v mass composed by Dr. 
H J Stewi-t the orgarist 
A lar«« 


orchestra an' augrr.pnted choir«111 »14 
ni its preset at! >n 


BLOOMSBURG 
Pa. 
Marc 28 — 
While returning: to his home at Bas< 
Bloomsburg some time Saturday nigi 
Clarence Ba-ne3 J'illard fell upon 
phonograph alec he wis earning:, and 
susta ned a fractured s\«M and rup- 
tured a blood \essel He was found un- 
conscious about C o'clock yesterday 
mormns, and removed to the Joseph 
Ratti Hospital, where he died thli 
morning- 


I am going to try my nand at 


cleaning up the store. We have the 
basement already for business an* 
low I am going to Bet busy with a 
broom and slick things up. W« be- 
lieve in slicking thing* up and we 
needed more room for the spreading 
out process >o we went below •tain. 
It's a nice big1 room and rail of rait 
cases and things for men and bovs to 
wear who work for a living 
Th*y 


are all the good values that any store 
can carry and we want you to see 
the roonn downstairs. 


I wlll«6nish It all up tbdav and g»t 


It 
reidr 
WILLIE 'at 


HEESEMAN'S 


1107 to 1117 WASHIMOTON *T. 


Don't You Know - 


we now Have alwap M 


Ready-to-wear 


made by us in our own tailor 
shop, so if you have not got time 
to wait for an ordered suit, we can 
please you in one already made. 
We are,al&o making op the very 
latest ideas in tailoring and cany 
the most exclusive line of goods 
in Oakland. We invariably pleaae 


ojur patrons in 
Price, Workmanship and Fit 


and we can please you alto. 


Elite Tailoring Co. 


mi irMttii, car M SL 


/ 
OAKLAI 
OAKLAND. 


•• 


•-—.I 


THURSDAY EVENING, 
OAKLAND 


XJOOD FK/DAy flND EASTER 
; SUNDRY CHURCH 
SERVICES 


Elaborate Preparations 
Made by- Ml 


the. Churches for Their 


Observance. 


With solemn ceremonials the last of 


the Wednesday's Lenten services « as> 
brought to a close last night. «hen fill 
the churches held cevotional exercises 
and attuned 
their souls to prayer 
The services were very impressive. 


Today the church commemorates the 


Institution of the Lord at the lait sup- 
per. 
From the earliest 
ages 
Holy 


Thursday was observed with gieat sol- 
emnity, and at Romp it was regarded 
as one of the primitive feasts, rank- 
Ing next to Easter Sundaj and P»me- I 
cost. Throughout the middle ageb the 
tiadition wns retained. 


HIGH MASS TODAY. 


High mas-s Is being celebrated to- 


day v ith harmcnj of music and the 
display of rich vestments., as upon the! 
feast of Chilst's n a t i v i t j , for this fes- 
cnal surpasses all save the leabt of 
the Holy Trinity. 


Aftei the mass the blessed sacra- 


ment Is borne In prncessu.n to the altar 
of lepo'e. uhere 
it 
is 
icserved for 


Good I'nda\. as no consuciation takes 
plsti e on the day « hen the i huroh com- I 
nif-morates tht <l"ath ut the Saviour. ( 


Iii <-rdsi to repiodtue a.s faithfulh as 


possible the Last Supper where the' 
Lord (list oiteri-d the Hoh Satiifi e| 
of the new law. In the rnldst of his! 
apostles, onU one mass is teiebiaterl 
In each chuu h and at this mass the I 
del try re<ehi> tin Holy Communion I 
In the very eailv .iges thiee masses' 
•neie celebrated 
i>m 
at \\luch the' 


penitr-rtf.. uhn had heen excluded from! 
the enure h on Ash Wednesday, note 
reconciled. 
I 


IN CATHOLIC CHURCHES. 
, 


Olc'iionics fur Holy Wick at S; ' 


Fiamis de Sales began \\irh a solemn! 
high mass this moimng at 9 'clock I 
\\itn the mass ft Reposition. The cele- 
hiant was Re\>. rathtr Thomas JIc- 
b H p p n e j , deaeon. Father It 
Clifford' 


Btm-fle.-u-nii. Fuhei ovonne.ll 
master 


of eeiomonie- 
I-'athr-r \v 
Cantnell 


Mass of Reposition pieeedes the expo- 
sition of th. Rlfs,P f i satrament which 
continue, ihro^-hout 
Thu.Wv 
and 


FOR GOOD FRIDAY 


TRINITY CHURCH. 


,,:gh 


COFFEE 
i 


The rule is: good coffee 


or none. Good water is 
better than poor coffee. 


Your grocer returns vour money if you don't 


like Schilling s Best. 


WORKS WONDERS 


A Wonderful Compound—Cures Piles, 


Eczehia, Skin Itching. Skin 


Eruptions, Cuts and 


Bruises. 


Doan's Ointment 11 the 
best «km j 


1 tr»atment. ami the cheapest, because 


so littlo Is returned to cure 
It cures' 


Piles after jean nf torture. It cures | 
obitmnte. cases of eczema, 
tt cures I 


all skin Itehi'ig 
It cures skin erup- ! 


lions 
It heals ruts, bruises, scratches 


and abrasions w i t h o u t leaving a scar 
It cures permanently. Onkland testi- 
mony proves it, 


George Hoffman, groceries and gen- 


eral 
meichamlise, 
coinei 
ot 
Fifth 


avenue and East Seventeenth street, 
says. "A case of hemorrhouK com- 
monly raller! piles, ceme under nn ob- 
servation some time ago 
I 
knew 


from 
reading the JIuscatine (Iowa) 


papers, that cit> being my old home, 
that Doan's Ointment has been used 
in the vicinity amongst some of the | 
best* citizens and that the results ob- 
tained were so undoubted that I ad- 
vised its use in the case referred to 
above 
Doan's Ointment \\as procur-. 


ed 
It did Its work thoioughly and I 


well. Since then Doan's Ointment has 
been brought permanentt> befoie the I 
residents of Oakland and I might add | 
to the claims mode for it. that it can 
bt depended upon to act just as rep- 
resented." 


For sale by all dealers Price 50 cts. 


Foster-Milburn Co , Buffalo Xew York 
sole agents for the United States. 


Remember 
the 
name—Doan's—and 
take no other 


mass was celebrated at 7:30 o'clock, 
\\ith Father Nelson Saundeis as cele- 
brant. 
At 11 o'clock mass was again 


sung nlth Father Gilford, Macon and 
Dr. J. "Slakenw ell as celebrants, dea- 
cons and assistant. At 
3:30 
o'clock 


this afternoon the children's Easter 
Festival was ghen, Dr. Blakenwell ad- 
dressing the gathering At 7:45 o'clock 
tonight Father Saunders 
will preach 


live holy week sermon. 


AT ST. ANTHONY'S. 


At St. Anthony's Church devotional 


SPI vices began at 9 o'clock. Sermon by 
Father O'Ryan was delivered at 11 
o'clock. 
Good Friday devotions will 


begin at 7:30 o'clock tomorrow morn- 
ing, in which Fathei Yorke will deliver 
the sermon 
Saturday 
services 
will 


open at 7 o'clock in the moining, con- 
tinuing all day. 


Easier Sunday will begin with high 


mass eelebrated at 7 o clock in the 
morning to be followed by others at 
S 30. 9'30 and 10:30. Father Torke will 
prinic.li the claj's sermon. 


At S! John's Church, Good 
Friday 


services will begin at 7 a m. 


At the Sacred Heart Church services 


i\pie held today and tomorrow- these 
will be resumed at 3 p m and 7'30 in 
he e1.ening. 
Services all day Satur- 


day are programmed. 


At St Patrick's Ohurch mass will be 


celebrated at 0 o'clock tomorrow morn- 
Ins: and rti'votional services will be the 
iiilp througnout Friday, Saturday and 
Punda> 


FIRST M. E. CHURCH. 


"-Today's services at the Flist Meth- 
odist episcopal Church ai e as follows 


MORNING SESSION. 


10.no—Devotions. "The Motives 
nf 


Missions." Matt, xxvill, 19-20; II Cor. 
l.U.. VV. C. Damon. 


10 30—Th" Missionaiv Idea Its Pro- 


gioss. Acts xi 21; 
Matt, 
xxl.42, B 


Roda. 


11 00—The Relation 
of 
Misslnnar.v 


Enthusiasm to Progress in the Work 
of th« ixK-al Chur>-n. A. J Hanson 


lt'30—Open discussion 
ot 
moining 


theme? 


AFTERNOON SESSION. 


General theme- The Consolidation oC 


Our P,ene\ olences 
; no—Devotions- "The Holy Spirit's 


Work in Missions" Acts 1 8, W. C. 
Damon 


J tr>—The F.oarcl of EJueatiOn and 


Freedman's Aid and 
Sunday School 


Union J. C. Bolster. 


2 43—The Board of Home Missions 


and Church Extension, Leon F. Lotif- 
bourou. 


3 In—The Foreign Missionary Soci- 


etv F. C. Gale. 


? *•—Open di'eusslon of afternoon 


themes. 
• 


EVF.NING SESSION. 


7 30—Devotions "Prajer 
for Mls- 


Mnn«, ' John xvii 20, W. C. Damon 


b 00—Address 
(i-:>, H. W. \Yalu; 


(3). Tnomas Filben, (4), John F. Wil- 
son. 
CO, E. H \VillN, (ti), w S Mat- 


theu 


s '10—Address. 
The 
Induidlnl 


Cnuich and Its Wide-vvoild Relations 
and Responsibilities. 
(1). Jcmn 
F. 


Wilson. (2-3-6). S. D 
Hutsliiplller, 


(4-r.) E. R.' Dille 


Goid KiUlay devotional exercises will 


begin <it 7 30 o'clock tomotrow even- 
ing 


EASTER SUNDAY. 


Next Sabbath N Easter, and on that 


dav. 
at lea«t, 
the 
whole 
Chnsttin 


\\oi-ld joins m commemorating and re- I 
joicmg in the Risen Lord Throughout 
the u or Id the present week is observed! 
as the most sacred of all the jeai and 
Rist. i 
Sund-iy, the 
anniversary of 


Christ's lesuirection I'l oni the dead, is 
one of the thiea great annual r'esthvls 
of ihe Christian >eat. the others being 
Christmas and Wnitsuntide. 


Easter Sunday is counted by be- 


llovurs. and is celebrated by them, with 
the greatest j0v. as the ciueen of festi- 
vals 
in the Greek church the old cus- 


tom ot silutmsr those met Is still in 
\ojrue "Christ is Risen " Is the saluta- 
tion given. Chilst has Risen Indeed" 
i- i pietty custom and is not whollj 
confined to the church mentioned. 


CRISP NEWS FROM SAN FRANCISCO 


AFTER HIS SHARE. 


Peter Siminoff, minor son of the late 


Morris 
Simlnoff, 
capitalist, 
has, 


through his guardian, sued his step- 
mother, Emma, for the possession of 
certain property of the estate, which 
Is large. 
Only *1000 was left to this 


son, but Simlnoff executed 
a 
deed 


some time before his death, a condi- 
tion precedent of which was that her 


dual sharer. It 
carried his 


the Jpwelry and "weapon, and 
later 


pawned them. 
The ticket was seized 


by Chief Dlnan, who now holds 
the 
goods'. 


appears 
that'' 


property in the name of E. P. Pelxotto. 


THREE YEARS AGO. 
'• 


In 1904 Chaiies D. Taylor fell into 
a roadway hole 
at 
Fourteenth and 


Minna streets, as he >was going along 
at night, and he broke a thigh bone 
anfl became a cripple' for -me. That 
spot was not lantern-lighted. Suit to 
lecover J50.000 damages and $500 doc- 
:or's fees was instituted against 
the 


:hen board of public works, Marsden 
Manson president, and several surety 
companies were also made defendants 


FLY SCREEN LAW. 


Warrants have been issued for the 


arrest ol the proprietors of restaurants 
and fruit stores neglecting to comply 
with that ordinance of the board o3 
supervisors providing that Htores shal 


i be protected by acreenp to keep out 
flies. 
The entire number o£ warrants 


for this offense already issued IE more 
than 200. 


ONE MAN THE JURY. 


A case arising: from a raid on the 
resort at 618 Jackson street was de- 
cided by one juryman, Charles Meyers, 
who alone remained of the panel. He 
retired and In fifteen minutes returned 
a not guilty verdict. This odd affair 
occurred yesterday in Judge Weller's 
court. 


Yesterday a jury in 


awarded $2750 


n that action. 
Judge Hunt's court 
damages to Trxylor. 


N OLD CHURCH. 
The restoration of the First Congre- 


jational 
church is so far advanced 


hat on Easter Sunday Rev. George C. 
Adams, the pastor, will hold service 


PLAN OF RIEHL. 


Maude A. Riehl was granted a di- 


vorce from George A. Riehl, a hat 
salesman, by Judge Graham. She told 
the court how Riehl left her in Los 
Gatos with a promise of sending for 
her within a month to come to him in 
Los Angeles. 
Instead he went to his 


father 
in 
San Jose and asked for 
xuaiua, ine 
JJH3LOI, will nola Service 
«-«-<-'"^ 
... 
kjH.ii 
Mutjv. tmu «~*«^i* 
*.u* 


here In the foienoon. In the evening' monev to "beat a divorce case." Riehl 
Joldcn 
Gate 
Commandery 
No. 16, 


Kulghts Templar, John Bennett com- 
nander, «W»-attend. 
The prelate of 


he commandery will occupy the pul- 
pit with the pastor. 


WHAT DABNER BOUGHT. 


The jewelry 
tmd 
re\olver 


senior gave him funds to "get out of 
the country." 


COIN FOR TEACHERS. 


.ouis Dabner purchased after his mur- 


der of the Japanese banker, Munakata, 
vlth Siemsen, liave become objects of 
a civil suit for possession by the part- 
ners of the murdered canker, M. and 
T. Shlbota. They allege that after the 


President Lawrence F. Walsh of the 


board of education announced yester- 
day that In'the next few davs f 40,000 


v, hlch ' would be disbursed to the teachers of 
the public schools of San Francisco. 
This money is due 
them 
for 
two 
weeks' back pay which was withheld 
last September 


TOOK HER JEWELS. 


murder and robber) Dabner 
bought I Judge Conlan has held Harry M. 


Jury Fails to Reach Verdict In 


Trial of Young Edmund 


Sather. 


OUR 


TOURIST SLEEPERS 


GO THROUGH 


''San Francisco to Boston:—F.\ery 


Thursda) 
\ 1,1 Salt Lake City, 


scenic Colorado and 
Chicago: 


personally conducted. 


To Omaha and Chicago:—'\Yed- 
ne^riajs. Thursday .s and Fridays 
via- Salt Lake Cit\ andd ^cenic 
Colorado: peisonallx conducted. 


To Kansas City and St. Louis:— 
Thursdays via Salt Lake City and 
scenic Colorado; personally con- 
ducted. 


Via Denver:—Ever} day through 
tourist sleepers to -Denver via 
scenic Colorado, thence to Omaha 
and Chicago. 


Descriptive folders, 
information, 


berths, tickets, and all necessary- 
attention for vour comfort, from 


W. D. SAN BORN, 


C. A.. Burlington Route, 


796 Market Streat, 
San Francisco, Cal. 


Aftoi n deliberation of dqht hours th 


Jiiij 'n tht asiault case aga.nst KdmunJj 
.>.HHPI f,il|r.j to leach an ,IKI t-cmenc anJ 
came 
Into 
couit about midnight . IRII 
night t" !>,. clk.ihars.-cl hv Judge Ells- 
"oi tli 
At the time of tommn into court 


the junv.. Mood olg-lit to; coniiction an I 
loin ror .icqulttnl 


Sather nas iccused of •ilicmptmg to 


aBsatilt little ]0-vear-»ld ROSIP Monk In 
^rrKel'-\ 
on Xo\cmbci 
J1 
1006 
The 


trl.il lasted for several divs and much 
testimoiu «as taken to establish an alibi 
h> tho .lofense 
Deput\ District -Utor- 


npj \\ 
IT. Donahue proie-med tho case 
vhilo Kttonun .,l f Chaum.m detcndcd 
tht> .ouiig: rhauffpui 


Rathei 
\vill he tiird again for the al- 


i<-Sn,l rrlmn and in, second tli.il -nill be 
set Moncln 
FIT OECREE 


Couple Reconciled Since 
Inter- 


locutory Order of Divorce 


Was Granted. 


Tuehe months agro today an inter- 


locutory deciee of divorce was granted 
to Ehza^ech S Smith against William 
Smith on the ground of cruelty, for she 
1-toimed that her spouse beat her and 
used nineties 
of 
profanity 
which 


caused her to leave home. 
A recon- 


ciliation has been reached, and this 
morning Attorney William J. Donovan 
had 
the 
decree annulled and 
the 


Smiths will live in happiness together. 


The San Francisco Labor Federation 


will ask Governor Gillett to declare 
April IS. anniversary of the temblor 
a ,pgal holiday 
for 
memorial 
anil 


thanksgiving. 
It 
Is 
proposed 
for 


churchei horo to hai e union se-vtce^ 
oa that day 


What N 51 n iveek^ 
It is~a whole 
lot at the Jackson Furnituie Co 
it 
buys }50 worth of furniture. 519 Twelfth 
street, Oakland. 
»euin 


Yotf May s 
Need It 


Ash your doctor about the wisdom of your 
keeping Ayer's Cherry Pectoral fa the boute, 
readly for colds, coughs, croup, bronchitis. If 


says it's all right, then get m bottle of tt at 


once. Why not show a little foresight in wich 
matters P Early treatment, early cure. 
W» have no icoretil W* pttirilalii 
^.c JUr 
the formulae of all onrpr»paratic a*. 
Loveli, 


$75 WORTH OF F U R N I T U R E FOR $1 A WEEK. 


ate iirrit sroitc AROUHO THC 


M ANUFACTVRER'S 
AGENT 


Nottingham Lace Curtains 


3'/2 Yards long, 1 yard wide. 


AH Day FRIDAY 
OCC 


Good value for $3.50 
pair 


WILL J. (Mm FURNITURE CO. 


467 NINTH 
ST., BET. WASHINGTON AND 
BROADWAY 


"JUST AROUND THE CORNER." 


Stern tor the Superior Court on a 
chmrge of rrand larceny. He fixed the 
bail lit $1000. 
Stern li accused by 


Elfrieaa von Prank of l?»g Bteiner 
street of having stolen from her jew- 
elry valued at $477. The thett occur- 
red February 15. 


SHENSON 13 SUED. 


Browning, Toile & Postel, jprholesale 


liquor merchants, have brought eul(s 
for 115.900 damages against Rober? 
Shenson, lately their landlord, 
who 
ejected them from his 
premises on 


Market street, despite they had a lon» 
lease. Shenson is a butcher. 


ADOPT A FOUNDLING. 


Mr. and Mrs. A. A. Stanton, of Man- 


hattan. Nev., who have feeen guests at 
the Hotel St. Francis for three months, 
have adopted a boy baby, whose moth- 
er, a. 'beautiful Danish girl, is now 
dead, and whose fathej was a partner, 
it is said, in a wholesale house of this 


city prior to the April flr*. It Is as- 
serted the fatter abandoned the balM'c 
mother before the birth, and the infant 
has been a n-aTd of a local asylum. 
Guests of the SL Francis have been 
tmpresnd *y- the Troung one's resem- 
blance -to Stanton. 


JUDOC MORROW'S TRIP. 


Circuit Judge W. W. Morrow Is to 


depart for Europe today. 
His wife 


will g« with him. He will have hie 
eyes KurgicBlIy treated at lionhelm. 
Germany. 


IN ASYLUM NOW. 


Mrs. Charlotte Parsons, said to be* 


allied to Swedish royalty, 
has been 


committed to Napa Incane asylum. On 
Sunday she was wandering aimlessly 
about the vicinity of Clay and Webster 
srleets. She had tlS5 In gold In her 
purse and other valuable*. Including 
an ISO bank check, cashable, and two 
safe deposit "ault keys. 


LESS THAN A PINT 


PER HORSEPOWER PER HOUJ* 


Oakland Carriigi&lnflN'BfGe. 


M2-M4-SM TWELFTH »T. 


*•»••< 


MURRAY & CO. 


610 Broadway 
Oakland 6991 1 
Heating and Ventilating 
I 


FURNACES 
f 


Repairing—Sh*«t M«t«! Work, 
t 


Wmll 


THE BEST AMERICAN 


AND 


FOREIGN MAKES 


ARE FOUND IN 


TheLkwellyiCollecHon 


ON DISPLAY 


IN THEIR SHOW ROOMS 
Tie J. ucwdlgii Co. 


PAINTERS AND DECORATOR* 


1325 BROADWAY 


Opp. 
Pottoffloa, 


OAKLAND. 


Dear Mother 


vhatkl 
tab *..*._ 
. 
_ 


*•—• «f *W * -Ma,, i. cUdNfc 
!(• dluhn.1 t-naWioJ pla~nt *» 
late, kill 
iffiSJIrffia^** 
SHILOH 


OSGOODS' 


7th •nd Br*«4way 


Itth an* W««hlnjW« 


TRAVEL 


Free to the Afflicted! 


I have been cured of Catarrh of tlis 
nose, throat and partial deafness with 
head noises; I also has nervous and 
stomach troubles. 
I am now quite well, 
and owe my cure to the Drs. Boltey and 
Lobay treatment. 


(MISS) ANITA ANDERSON, 
San Jose, Cal. 


If you are a suffprer from spe- 


cial or chronic diseases, Catari'h, 
Rheumatism, Constiuation, pain In 
the 
back. 
Headache, 
Stomach, 


Liver, Kidney or Bladder trouble, 
cough or "weakness," WP will a-ive 
you free consultation and exami- 
nation and fre« office treatment 
for 30 daye If you call thlt week. 


A TALK ON 
CATARRH 


Catarrh of the head causes deaf- 
ness. 


Catarrh of the head causei blind- 
ness. 


Catarrh of th« head taints your 
breath. 


Catarrh of the head causes Ca- 
tarrh of the Bronchial tube«. 


Catarrn of tlie Bronchial 
tubes 
may lead to consumption. 


Catarrh of the bend causes ca- 
tarrh of the Stomatn. 


Catarrh 
of the 
Stomach 
cauae» 
CANCER of the Stomach. 


Cancer of the 
Stomach causes 
DEATH. 
• 


If 
you 
follow 
our 
directions 
YOU 
SIMPLY CANNOT KEEP 
TOUR CATARRH. WE REMOVE 
IT ROOT AND BRANCH—we cure 
Catarrh to STAY cured. 


Hjours, 10 to 4 and 7 to S p. m. 


Drs. BOUTEY <& UOBAY 


1013 WASHINGTON STREET, COR. ELEVENTH, OAKLAND. 


Get Ready to Join 


THE 
TRIBUNE'S 


PROVERB 
HUNT 
» 


The latest, most POPULAR FEATURE for promoting home entertainment and edu- 


catiqn—furnishes a continuous source of amusement for the whole family—from the 
"youngsters'* to the "old folks." 


Watch the Next Sunday's Tribune 
for List of Prizes and Full Particulars 


Many Valuable Prizes Will Be 


Given Free. 


Full details will be published within the next few days. DONT MISS IT, IT WILL 


SHARPEN YOUR "WITS", enlarge your "mental horizon and pay you liberally". 
The 


"HUNT" will be FREE and OPEN to all. 
Watch the Tribune Daily 


< 
DO NOT MISS A SINGLE ISSUE 


ALL TRAIN* DAILY—Unlna Olhaf ' 
-•" N.U. 
™" °™^ , 


DEPARTURE! 
[ 


ARRIVAL* 
I 


OAKLAND ; 


j 
Trdaa *ra «se to trrlre and leaf* 
' 


—AT— 


IIATIOK. 


. 


SSSfe 
rjniento. 
Blmlr.. 
vlc'«TU 


Bluff-Bo 


£r<"» « : 


- 


t&ta UtocVt' 
"{?'*• Bdkertllelit.,... 
4:M> 


•:tU M^!lv^r™V-H°"— «"*^ 
wfiS.^BE&r,.!!"*.?"*. 


Bull- 


M.n» 


r»b« 


spnger-rTCk- 
Pori Co<ta' Mar- 
Cornwall. 
An- 
«ooh, Brentwood. Byron. 
-Tracy 
Lathrop. 
Mo- 


— 


rw.no..'. 
II :M* . 


I.Ma 


*** Ti 


• 
. 
BlkenflcM, 


Oirdea. 
C - « n * , 
m « . 
ChiMKo-S.lt Lnke City, Dt»t 
«r./Mit»lto, WonUt. BMti 
, 
r^ww citr. w.ii. 
•pokut — Port Cant. 
•t«**». toil. 0™t. 
«w»to, Humboldt. 


f.tlf 


, 
r; Port 
H. Xllln, Mioo. 
nmwta. Koekltn. A.buriu 
»_ 
Ooltti. Bo«, «mr*i ...... „ 
I:»T» firm, BldmnA. Plnott, Tall*. 
K Crockttt— Siafliyi enlj... 
lwtnn 
Etpren-Port Colta, 
BcnlcU. guli.o. (ncmMiito. 


J 
- 
CM4te7. Men. C*l«. 
Cclitm, KM mn«. 
(prim. 
Partbnt. 
Weed, utrl KUmitk F.lto 


iria. 


L M« Alw.4,, K«r.r*. 
Craterlllc, AltlM, 
tfmw. 


lilla. 


fcatol ... 
Anavtaa 
•«**««, to. 


fill* BolHiter. nita'tinai—w'atmt 
»llle, a«ata 
Or»—fn*fweot, 
K^ant ^ BovMar ON^I^-DH 
Moato, Itmttnr. 
PadOc 


l:lt* KIM PlMuiitoii. 
Urcrmor*. 
«M<r>r. 


•:lt« KIM. 


) 


. 
**• 
loft. 


Btorttoo, 


^•rtt, Batrara. Dcfloto. Kli«a. 
IrrlnctoA Warn Cpraca, a» 
IM< 
t.-Hf EliDbunt. Mt Wen. Ali.r.4*. 
Ncvark. ilTlw. ACIWW. la*. 
<a Clari. «ao Joae (H.rtM 
ttnrt) 
!... ••*«•, 
«:Ua Elmkmilt. Ian Urtndro, LOTM- 
*•**} 
m. Hlrwar4, Deeoto. Kiln.. 
T4la> 
•Mt 
M"«- ?maia«in. UJOTHH*. 
I 


<*«rlT. rtlTiurtlM* .t He. 
' 
,*3^,«^-^;j; w»| 


Ml Iw*. 'OaiaftaU, La> Ua- 


l:Uf tan 
I>an4r». 
Lnrrato." t*ii. 


VM« DemW, Kllm. *a« IOM. T:l»» ; 


IMa Ian 
t*»nitro. 
Loff»a»l. 
B«r- 
wart. Oecota. Kilo. Ban IOM 
1:90* 


CoawcO at Ian low wttt 
<:Ma Ian IxuaOn. 
Umnaa. Bar- 
wt. Dm**, 
tritea, «a. 


t:M, *u_Z*t 


*** ' 


. 
, 
. C.; New Tork. « 
ItM. Krau. Cltr. ft- bml. 
Wort*. B.I. 


««. t 
Ilnai, Paw Botlw. (an Lnlt 
'•liii. fcrt. Cants Bartwrt. 
fn 
BM«iTf«tDr.. Oro.r*. 
Itartaik. la* Anirif., Pa- 
]at*. OaplMU. W.tWDTllVi, 
l<Ma One— CiKtrorlllc. Del 
Pacll* 
ti 


. 
Court* 


___„. .„ COM Bar 
Jfanhfldd, Or,, con- 
' 
«t IbnhfteM for 
and Myrtle Pi.. 


^l-jjjjjjr1 ••**''•**-'•*" • 
Oa«* 
- 
- 
- - 
- 


. i..*.»-,;.* 
I; 


<M< ' V ,'^- 
r^r-** *r- »;«?• 
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WOMEN OF WOODCRAFT. 


Oakland Circle, No. 266, Women of 


Woodcraft, will give a whist tourna- 
ment oa Saturday evening, March 30, 
at Woodmen Hall, 521 Twelfth street, 
for the benefit of a sick neighbor. 
The 


handsome prizes are on exhibition at 
the Metropolitan Furniture Store, 521 
Twelfth streets 


THE 


NATIONAL UNION. 


Oakland Council, National Union, No. 


973—Last Saturday night, March 23, 
the regular meeting was held, at which 
PaciHc Council of San Francisco con- 
ducted the initiation services, which 
were very pretty and highly appreciat- 
ed by a large attendance of members 
from" Oakland, Berkeley and Alameda 


ILLINOIS SOCIETY- 


The Illinois Society held Its Tegular 
monthly meeting at Forester^' Hall last 
Tuesday evening, March 26. The Inter- 
est of the, society Is steadily growing 
fronu the fact of the increasing number 
present over previous meetings. 
. Some of the pleasing features of the 
evening ware rcitatlons by Miss Adelaide 
Hilling, addresses by Mr. Sharp of Kings 
county, and Arthur R. Brisgs. formerly. 
of Chicago, now president of the Cali- 
fornia State Board of Trade. Mr. Brigs* 
spoke of Illinois as he remembered It In 
its former days and the great progress 
the State had made from that time. 
Ice cream and cake wele served in 


dav 
Next week Oak Leaf will visit Red-1 ball, for the benefit of s siolc neighbor 


mond Lodge in compliance with an In- In distress. It being a worthy cause, th* 
vitation extended some time ago. A de- 
lightful evening is assured. 


public,. and members of the order are 
earnestly requested to attend. 
1 Neighbor A. B. Maker, chairman, with 
on able corps of workers, is exerting his 
influence to make It a success. 
Seventeen 
beautiful 
prizes 
will 
b« 
awarded the lucky ones, consisting of cut 
glass, hand painted china, silver, pictures 
and plants. The prlres are on exhibition 
at the Metropole Furniture Company's 
store on Tenth street, and are an elegant 
set, 
Be sure and attend and assist a 
worthy cause. 


THE NEW CHINESE STORE 


CITY OF 
CANTON 


Btt 10th and 
11th Streets. 
1008 Washington St 


Opposite Hotel Crellin 


ABSIT INVIDIA. 
Tuesday evening Absit Invidla Eebekah 
Lodge No. 11, L O. O. F., held a most 
enthusiastic meeting at its hall In llac- 
cabee temple, the occasion being the 
election of three delegates to the grand 


abundance and one of the most social i lodge^ which holds forth in annual con- 
times of the season was in evidence. The|yen»on la the city of Los AAgetes In 


To do business at the old stand. 


Monday morning will be moving 
day. 
You have been notified 


of our great sale of high-grade 
pianos, and it is your own fault 
if you fail to get one. 


REMEMBER 


Saturday night at 10 o'clock this 
positively bona-f ide sale will end, 
and you will be the loser if you 
fail to avd.il yourself of this op- 
portunity. This space does not 
permit us to mention the vast 
number of bargains which m&y 
be had at this time; however, the 
reputation of this standard house 
is sufficient guarantee to you 
that the foregoing statements are 
made with good authority. 


OUR PROOF 


New three hundred dollar Pi- 


anos witfi genuine Mahogany 
cases, ivory keys, with &. ten-year 
guarantee, and manufactured by 
aw standard company, will be sold 
for She next two days, ending 
Saturday Night at 10 o'clock, for 
the sum of $195 each. 


IF YOU DOUBT 


this statement and will call and 
investigate our proposition during 
the above-mentioned time you 
will come to the conclusion that 
there is one dependable piano 
house that does not make false 
statements. 


TERMS 


very much lower than ordinary 
can be had at this time. Don't 
jump at conclusions, but investi- 
gate for yourself. We say &gain, 
Saturday night at 10 o'clock this 
Sale will end. Yours in haste, 


KNABE PIANO DEALERS 


951 BPI 


Councils, with a number of visitors 
from San Francisco, Chicago and Los 
Angeles. 
On April 13 there will be an open j 


meeting and smoker which all members 


, of the National Union are requested to 


j attend and bring their friends who may 
be interested in the order. 
We can 


assure them a very good time, as tile 
program is an interesting one. 


Oakland Cbuncil is on the boom and 


I the "Boosters' Club" is rustling around 
| for new applications. 


SONS OF ST. GEORGE. 


Whereas, The attention of the mem 


bers of this lodge has been drawn t 


dastardly attempt to destroy th 


home and presumably the family o 
one of our most esteemed citizens, th 
Hon. Frank B. Ogclen, Judge of the Su 
perlor Court of the county of Alameda 
andWlhereas, The said Hon. Frank 
Ogclen has lived in our midst and i 
prominently identified with fraterna 
measures, and has ever been to the for 
in all efforts to improve his fellow 
men, and to give aid and sympathy t 
those in need; therefore be it 


Resolved, That Albion Lodge, No. 


?06, Sons of St. George, do hereby ex- 
tend their sincere sympathy to the said' 
Hon Frank B. Ogden and the members 
of his family, and while they congrat- 
ulate them on their escape from bodily 


gentlemen have offered to serve lunch at 
the next meeting, which is an entirely 
new ferture with this organization. For 
this the ladies are thanking Mr. File .,of 
Berkeley. 


WOODMEN 
OF WORLD. 


Athens Camp, No. 457, W. O. Wf, at 


The delegates elected were Sister Delia 


3. Abbey. Annie Carl and Pauline Mes- 
enger.- The^floor was then cleared and 
dancing was indulged In. Next Tuesday 
here will be an Initiation. Visiting Re- 
ekahs are always welcome. 
, 
. 
, 
its regular meeting on Wednesday even- 
ing, passed its regular business taking 
up social entertainment owing to .the 
fraternal visit of Forest Camp-, which at- 
tended in a body of nearly 100 neighbors. 
During the evening Captain Gansu was 
presented with a handsome ring, in- 
scribed with the emblems of the order, 
in reward for his hard work in securing 
fifteen new neighbors since January 1. 
Neighbors- Hughes, Jeffcreas. Phillips 
and Whltsheafl of Foresc Camp made 
lery Interesting talks, while Neighbors 
Whitehead and Rogers of Forest Camp 
delighted the neighbors with choice vocal 
and instrumental pieces. Several neigh- 
bors of Athens Camp replied in a happy 
frame of mind. 
As 
tertai 
took the floor and displayed their fancj 
movements. The team is rjpwly coming 
to the front under the leadership of Cap- 
tain Gansu. 
' 


. 
a grand finale to the evenings en- 
nment Athens Camp's drill 
team 


GEORGE. 
DAUGHTERS OF ST. 


Golden Gate Lodge No. 78 has about 
completed Its plans for a grand ball and 
whist party to be given at Kllnkner hall, 
<"ifty-ninth and San Pablo avenue, Fri- 
day evening, April 5. The dance will be 
given in the large hall and the whist 
larty in the lodgeroom. Excellent music 
to be provided for the dancers, and 
the whist players pretty and useful 


prizes. 
Our grand district deputy. Sister Annie 
Rogers, visited the lodge last Friday 
evening, and installed Sister (Lester as 
vice-president.*. Sister Frazer having re- 
signed from that chair. Notwithstanding 
the stormy evening, there was a good at- 
tendance, and a pleasant evening was en- 
Joyed by all. 


THE EASTER 
SNAP SALE 


injury, they sincerely trust that tha 
perpetrators of this dastardly outrage 
will be brought to Justice; and be it 


Resolved, That a copy of these res- 


olutions be sent to the Hon. Frank B. 
Ogden, and also spread on the minutes 
of this lodge. 


FORESTA CIRCLE. 


Foresta Circle, No. 515, Women of 


Woodcraft, will give a prize whist 
tournament in Alcaira?. Hall, West 
Oakland, Tuesday evening, April 2. 


Neighbor John Nethercott, as chair- 


man of the committee, ably assisted by 
Neighbors Dr. Minnie Pruitt, Maude 
Hendrick, 
Myrtle 
Petttagel, 
Lo s 


Wamsley, Mary Schafter and Mollie 
Myers have charge of the affair and 
are working hard to make it a success. 
. 
Twelve useful and beautiful articles 


are offered as prizes, also a door prize. 
Come and bring your friends. 


Foresta Circle, with Guardian Neigh- 


bor Jennie Clazie presiding, held a very 
Interesting meeting at their last reg- 
ular session. 
Applications are com- 


ing in at every meeting and new mem- 
bers are instructed in the mysteries of 
woodcraft ac every meeting. After the 
reerular business was over a social hour, 
was enjoyed by everyone present. 


ORDER OF WASHINGTON. 


Oakland Union No. 277 continues in 
the lead of the bay unions. On last Fri- 
day evening, notwithstanding the storm, 
it held its regular meeting with a goodly 
attendance. 
Seven 
new 
applications 
were read and it was announced thai at 
the next meeting. Friday. March 2S. 
class of twelve would be initialed, which, 
no doubt, will bring out a large portion 
of the membership. 
The meeting will be held in K. of P. 
hall, corner of Twelfth and Alice streets. 
Visiting comrades are cordially invited 
to attend. 
After the meeting, refresh- 
ments will be served by the Daughters 
of Washington at the Claremont restau- 
rant. 
Supreme Secretary J. L. Mitchell 


who has just returned from the city o: 


Good 50c Sateen 


Girdle Corset 


Try a pair 


Only 33c now 


$1.50 Cotton 


Mooreen Petticoat 
good and substan- 
tial, only 98c now 


CONCORDIA 
LODGE.. 


Concordia ILodge, German Rebekahs 
I. O. O. F.. transacted considerable busl. 
ness Inst Saturday night and had a goot 
attendance. 
The main object was ti 


make suitable preparations to receive tin 
ffrnnfl president ot the order. Sister Jessii 
Fargo 
who will ' make an official am 


fraternal visit to that led* next Satur- 
day evening. 
Their hall being rather 


small for such a festive occasion. Oak- 
land Lodge No. 1C has kindly consented 
to give the use of its spaclaus hall to 
the German Rebeknlis, and No. 16 will 
occupy the German hall on the third 
floor in the Mnccabee temple. Members 
of the lodge'and sister lodges are.kindly, 
invited to be present and assist to give 
our executive a rousing welcome. 


PRIDE DF THE FOREST. 


At the last meeting of Pride of. the 
Forest Circle No. 122. C, O. F., several 
candidates were initiated and five ap- 
plications for membership were received. 
After disposing of the business of ttie 
_ _ „ _ . . . _ _ _ ._ 
. 
evening refreshments were served, and hie. The lodge is making a good record 
dancing' and games were enjoyed until for the term, having work almost every 
a late hour, when all departed for their meeting. 
homes proclaiming it to be one of the 
l^ast Monday, after conferring the first 
most 'pleasant evening that they had degree, receiving reports 
from various 


spent in a long while. 
| committees, and electing an applicant 
for 
membership, 
the 
following 
pafit 
grands were elected representatives to 
the grand lixlgp, which will meet in Los 
John Tinch, J. R. Mais- 


25c Battenburg 
Lace Collars 12ic 


I 5c Embroidery 
Collar... 9c each 


50c Figured 


Lawn Kimonos 
good and substan- 
tial, only 27c now 


Atlanta. Georgia, reports 
a flourishing condition In 
tion. 


the order 
that jurisdic- 


ODD FELLOWS. 


Fountain Lodge No. 198, I. O. O. F.. 


will confer the second degree on a num- 
ber of candidates at the next meeting, 
April 1, and every member of the team 
is requested to report us early 6s pnssi- 


BENEFIT 
WHIST. 


Oakland Circle No. 2(in, W. O. W., will 
give a'benefit whist' tournament on Sat- Angeles in May: 
urday evening, March 3, at Woodman i belt and J. Mohr. 


$1.50 Embroider- 
ed Lawn Waist, 
neatly made and 
substantial. 
Only $1.05 now 


$2.50 Washable 
Figured Jap Silk 


Kimono 


in all designs 


Only $1.69 now 


Our Goods Always Reliable * 


PYTHIAS. 
I 
KNIGHTS OF 
! 
One of the most enjoyable, interest- 


ing and Instructive sessions ever held, 
bj- Live Oak Lodge, No. 17, K. of P., 
was enjoyed last Wednesday evening. 
The Knight rank (long form) was duly 
and impressively conferred upon 'Es- 
quire Sydney G. Olsen, C. C., C. A. Bal- 
lantyne and fellow officers performing 
their work in an exceptionally fine 
manner, the same being very satisfac- 
torv to the lodge. 
Upon the closing of the lodge the 


members and visiting brothers retired 


! to the banquet room, where a splendid 
i repast was enjoyed, after which a pro- 
gram consisting of music, speeches and 
wit was greatly enjoyed. 
The entire 


supreme domain was represented and 
the responses were many and were In- 
structive. 


i 
Next Wednesday evening strangers 


1 C. B. Burgess and F. M. Wilson will be 


initiated into the mysteries and im- 
pressive lessons of the rank of Page 
and all brother Knights are cordially 
Invited to attend. 
A proposition to amend the by-laws 


by raising the initiation fee to $25 was 
received and read for the first hearing. 


Many applications are forthcoming 


and without doubt the present term 
will be one of the most successful ever 
enjoyed by old Live Oak Lodge. 


BEN HUR COURT." 


Kven though the weather was very 


unfavorable last Friday evening, there 
was quite a large attendance at Ben 
Hur Court, No. 12, to witness the pre- 
senting of the beautiful State prize 
banner to Court 12. 
Brother Foster, 


of Oakland Court No. 6, in behalf of 
the supreme officers, presented the flag 
with a few well chosen words of con- 
gratulation to the members for winning 
the flag, through securing the most 
members of any Ben Hur Court in the 
Stac during the Jast six months of 
1906.Sister M. Bray, chief, and R. G. Mar- 
qimrclt. past chief of Court 12, respond- 


, ed in a very pleasing manner. 
Ar- 


j thur Winclom gave a couple of recita- 
tions. 
Refreshments were served, fol- 


lowed by after-dinner talks and music. 


FOREST CAMP. 


The spirit of growth and boosting that 


j has at last settled In Oakland must be 
contagious, for Forest Camp, No. 102. 
Woodmen of the World, has caught the 
disease if disease it can be called, appli- 
cations' coming in 
regularly 
and 
the 
nleasant task of initiating new members 
toes merrily on. Our jolly lot ot wooJ- 
choppers are .quite enthusiastic over the 
camp and the work, and come out in 
goodly numbers, let the weather be wet 


The" 'members will see something new 
ana very impressive 
in 
the 
initiatory 


work next Monday evening, even if it 
is April 1. Better be on hand. 
The new social committee of lemon 
squeezers expects to. give the boys a fine 
entertainment some time In April. If they 
don't, the clerks and rest of the. mem- 
bers will give them the ha! ha! 


UNITED WORKMEN, 


Despite the incessant rainlall there was 
a good attendance at Oak Leaf Lodge, No. 
35 on Monday night. 
Tne second de- 
gree was conferred, Special Deputy Carr 
presiding. The amplified form was used, 
which made the Initiation impressive. 
Two applications were presented. 
The theater night at Mora Park Apr! 
17 Is occupying the attention of the en- 
tire lodge, in conjunction with Pacific. No 
7 
Many tickets have been disposed ot 
which entitles the holder" to a. reserved 
seat after April 10 If taken to Sherman & 
Clay's. John Coots. P. M. W., made hfa 
usual excellent report, having visited sev- 
eral lodges and found 
them, all pros- 
perous. 
• 
- 
. 
The contest between Pacific and Oak* 
Leaf lodges for the most members by 
July 1 is becoming more lu'.trestine every 


T A F T 6 
PENNOYER 


Parasol Pre-eminence 


Parasols to be proud of, exclusive in 


design and coloring, lavish in variety— 
a valuable help to dress effectiveness. 
lfl parasol display sufficiently 
large 


to permit of the same satisfactory choice 
as when choosing a Spring costume, of 
which the parasol is really a part. 


"Madame Bufferf/y" Parasols 


—the best beautiful adaptations of the 
Japanese idea to the practicability of 
American fashions. 


The "Madame Butterfly" 
parasols 


are a combination of picturesquenesst 
neatness and strength; they are multi- 
ribbed, come in white linen, pongee, 
fancy, silks and many are plain outside 
but display delicate designing when 
unfolded. 


$5*00 fo $15.00. 


Hand-embroidered parasols; exquisite 
workmanship~$5.00 to $25.00. 


Hand-painted, white parasols; beau- 


tifully 
trimmed with 
Chsntilly 
lace. 


$25.00 to $50.00. 


Black and white silk Parasols, also 


very serviceable colored silk parasols— 
$3.25 fo $10.00. 
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W. C. DARGtt. 


Accidents on American Railroads. 


Railroad service in the United States is more' hazardous than 


any similar service in the world. 
Each year the roll of -the killed 


and wounded is larger than the total losses of both sides at the 
battle of Gettysburg. 


The reason is not far to seek. . The doctrine of .non-liability of 


an employer for death or injury caused by the acts or negligence 
of a fellow servant has been elaborated and carried to such an ex- 
treme by the courts that the railroads find it cheaper to kill men 
than, to provide safety appliances. Where this cidctrtn'e does obtain 
in all its inhuman nakedness the railroads have adopted the device 
of making parents, wives, mothers, sons and daughters—the next 
of kin—sign a release of claim for damage in case of death or iff jury 
to the employe. 


Being divested by the courts and by the irigenuity of their legal 


advisers of financial responsibility for killing and maiming their 
employes, the railroad corporations save the expense of providing 


. safety appliances and regulations intended to prevent accident which 


increase the ccst of operation. The railroads are only concerned 
about the safety of passengers. 
As they can kill employes with 


impunity, they waste neither thought nor consideration on their 
safety. 


Each year there will be the same long and horrible record of 


slaughters and cripplings till the courts take the view that human 
life is more precious than money and that contracts which absolve 
employers from liability for criminal neglect are void as being 
against public policy. The contracts are simply a license to com- 
mit murder. 


i;: 


All the colored troops have been ordered to the Philippines. 


No doubt the President would like to order Senator Foraker to go 
with them. 


" 'Every clog has his day' is not street slang-," says the Pasadena 


Star, "but descended to us from Shakespeare himself." 
Shake- 


speare used all the'current slang of his day in his plays, and mis- 
spelled them atrociously. Yet his genius so captured the world of 
letters that it made it .pure English. He also twisted words out of 
their accepted meaning- and his -very blunders have been- accepted 
as good usage by etymologists,-grammarians and lexicographers. 
The slang of one generation is the correct speech of another. 
It 


is idiomatic, epigrammatic, expressive, and is the germ of growth 
and development in language. 
When any spoken tongue'ceases 


to breed slang and to translate it from the vernacular to the dic- 
tionary and cyclopedia that tongue ceases to he elastic and pro- 
gressive, and becomes confined to set forms which forbid free ex- 
pression; it is in its decrepitude and preparing to take its place 
among the dead languages. 


Pointed Paragraphs 


A San Francisco newspaper says the boodling Supervisors will 


be allowed to hold their jobs as long as they obey orders. 
Gradua-lly 


the public is getting informed as to the methods and seat of power 
in government by indictment, which appears to be something dif- 
ferent from punishing crime and ousting criminals from office' 


Revival of Smelting at Keswick. 


The reopening of the Mountain'Copper Company's smelter at 


Keswick is an event of much interest.to Shasta county and to Cali- 
fornia generally. This smelting plant, which is the 'largest in the 
State, was shut down about two years ago, chiefly because of un- 
friendly litigation growing out of the evil effects of the smelter's 
fumes on orchards and other plant life for a distance of approxi- 
mately twenty miles from the smoke stacks of the works. 
The 


suits brought to abate the nuisance and to recover damages' went 
against the company, and it shut down the smelter and erected a 
new., one near Martinez, whence the ore extracted from the mine 
was transported by rail for a special" form of treatment. It has 
been represented that the results obtained at the Martinez smelter 
have not been altogether satisfactory, hence the resumption of opera- 
tions on the old plant. 


When the big smelter at Keswick, which gave employment to 


about one thousand men, was closed down, that little industrial 
-foothill town was practically wiped off the map, as it owed its birth 
and existence solely to the establishment there of the Mountain 
.Copper Company's reduction works. 
The rekindling of the furnace 


fires and the resumption of smelting means the revival of Kes- 
wick. 


As the Federal government became interested in the desolation 


of the forests swept by the fumes of the smelter when it was in 
operation before, it is presumed that the company has provided 
against the recurrence of the evil by attaching a plant to the works 
which will precipitate from the smoke, before it emerges from the 
stack, the arsenical and sulphurous fumes which caused all the 
damage before to neighboring property. 
It was admitted in the 


trial of the damage suits that this could be done; but, at that time, 
the (Company was indisposed to suspend operations or to spend the 
•money necessary for its installation, although, a market existed for 
'these, by-products. 


-The Mountain Copper Company is the biggest mining property 


in the State. It has been adding from $3,000,000 to $5,000,000 an- 
nually to the wealth of Shasta county and to the mineral output of 
.California for several years past. The rekindling of the Keswick 
..furnaces means, of course, a resumption of operations at the mine 
on a scale quite as extensive, if not more extensive, than before, 
with no prospect of future interference, if the necessary precautions 
have been taken against the revival of the old cause of complaint 
.If this should prove to be the case the revival of operations at 
the Keswick smelters should be hailed with general satisfaction, for 
it is damaging to the whole State to have such a vast'industrial plant 
and -valuable property hampered in its operations. 


Mothers care not who-does' the love- 


making if they are allowed to do the 
matchmaking. 


There is something the'matter with 


a woman v.-hen she is willing to let a 
man do all the talking. 


_____ 
^T* 


. Make a list of your 
acquaintances 


and you will be surprised at the num- 
ber of small'men you know. 


• Necessity 
usually knows a 
good 


thing when it sees it, even if it does 
fall, down on a law examination. 


..Before 
doing anythM-,, you 
are 


ashamed of be sure and see that all 
your neighbors 
are 
several 
blocks 


away. 


to see the United States follow the example of ' Japan} or even 
England, irv the "colonizing business." ! 


You very rightly declare that "this business is one we should 


keep o«t of, more especially when it is mixed' up with conquest 
religious proselytism, Speculative exploitism and race assimilation " 


it is doubtful if a sentence more replete with" sound common 


>ense was ever printed in any newspaper in this republic than-this 
ast sentence -of yours. Yet you go;on to say that "the Chronicle is 
wrong in assuming that republics are not 
fitted 
for 
colonizino- 
work. 
• • 
. • 
• • ' • • " . 
• 
-\' 
& 


For some republics possibly you are right, but if .you desire--'to 


imply that this republic-can-be benefited-by the "colonizing busi- 
ness 
upon your own argument the soundness of-your conclusion 


may well be questioned, because no republic-has-ever entered upon 
colonization that has not been irresistibly dragged into "conquest 
religious proselytism, speculative exploitism and race assimilation '' 


. You cite Greece and Rome as brilliant examples of successful 


colonization. Yet no truth in history is more patent than the cor- 
ruption and downfall of these two great republics growing out of 
their futile efforts to incorporate incongruous foreign colonies into 
the body politic. 
. -• • 
' 


Every effort of this republic to colonize so far has pul a weak' 


link in the chain of the republic's power. 
If her experiments in t?is 


direction arc carried further her experience will be that of Greece 
and Rome. 


Greece, Rome, England and Japan were all governments with 


small territorial boundaries and possibly they were compelled to 
colonize in order to lengthen their precarious lease of existence. Yet 
glorious little Switzerland lives on, and if she peacefully continues 
her attention to the best interests'of her own people in'the future 
as she has in the past, skillfully avoiding all entangling alliances and'' 
scorning all irridescent dreams of power through "Colonizing schemes, 
she 
may 
possibly 
live 
on 
and 
prosper 
when 
the 
"New 


Zealander stands upon the crumbling arch of London bridge" and 
Japan lies crushed into insignificance between the upper and nether 
millstones of her.colonial mills. 


We once bid fair to be the greater peaceful Switzerland of the 


world: the eternal Republic,.before whom the world would willing- 
ly bow, as the beneficent friend of every oppressed people to whom 
our kind services could possibly be rendered. 
In an evil hour we 


undertook race assimilation, peaceful colonization and finally con- 
quest, and already some astute statesmen believe they can hear the 
roar of dangerous breakers ahead. 
Certainly we are-getting into 


stormy seas and there .are ominous signs of mutiny on board. 


There is no excuse' in our case'. We are no island empire, such 


as England or Japan. "No pent up Utica i,s ours." We have con- 
• 
__— 


tiguous territory enough to absorb the well directed; energies of a i A simple remedy for iron rust stain 
larger population than that of China. We could have become the'" 
Great White Man's Republic, ready and able to help the world, or 
to defy and smile at its efforts should its combined powers attempt 
to destroy us. 


It is not too late yet, but the subject is too vast for the limited 


space your liberal paper can grant to even a far''abler writer 


R. O. WHITEHEAD. 


Women, as a rule, have poor heads 


for figures. That may lie why it is al- 
most impossible for one to figure her 
age correctly. 


Owens' Lake, in California, Is so rich 


In soda gsh that 10,000 tons were taken 
out last year. The soda Is taken from 
the water by the process of evapora- 
tion. 
This lake, like the Great Salt 


Lake, is gradually disappearing. 


To whiten flannel which has become 


yellow with agp one and a half pounds 
of white soap should be dissolved In 
about twelve gallons of soft water,, to 
which should be added two-third^ of 
an ounce of spirits of ammonia. Place 
the flannel In this solution, stir woll 
for a short time and then wash in 
pure water. 


THE NEW LIFE. 


COLONIZATION NOT A GOOD POLICY. 


EDITOR TRIBUNE: In a recent editorial you state that "the 


San Francisco Chronicle compares Japan's colonizing methods with 
our own to our disfavor." 


It is high time to ask if there is one sane, honest, intelligent 


'American who has taken time to reflect on the subject who desires 


Perhaps they .laughed at Dante in.his youth, ' 
Told h i m -that truth . 
" 
- 
. 
- 
. 
' 
. 


Had .unappealably been said 
In the great masterpieces, of the dead: 
Perhaps he listened, and but bowed his head 
In acquiescent honor, while his heart 
. - 


. Held natal tidings: that a new life is the part 


Of every man that's born— 
A new life never lived before, 
And a new expectant art. 
It is the variations; .of the morn 
That are forever, more and more, 


•• 
The single dawning of the single truth : 
_ 


So answers Dante to the heart of youth. 


—Witter Bynner in Century. 


COMPARATIVE COLOR-BLINDNESS. 


. 
If one thousand men gaze at a garden of flowers, fifty of them 


will see the colors falsely. If one thousand women view them, nine 
hundred and ninety-six or seven will perceive'the hues correctly.' 
Of the six colors of the rainbow .which, mingled in thousands of com- 
binations, give all the varying hues of sky and sea, of mountain and 
valley, some are never seen by the color-blind, or aie felt only as 
light and shade of black and white. Very few persons are totally 
color-blind, yellow, Wue and violet being rarely lost." To the totally' 
color-blind all landscapes and objects are like an engraving- in black 
and white.—Century. 


is to be found in common cream of 
tartar. If this is sprinkled on the stain 
and the damaged goods then allowed 
to remain in the sun for a Httle time 
the spot will be found to have disap- 
peared. If the first application should 
prove unsuccessful f. second will be 
almost sure to remove the stain. 


Birdseed is sure to attract mice. A 


deep ruffle tied tightly under the cage 
and held over the feed cups by 
an 


elastic will help appreciably. When a 
new box of seed Is opened it chould 
be emptied, into a clean tin box and 
the seed poured into the cup through! 
a large funnel. 
In this' way none Is 


wasted ^nd there Is no Invitation to 
four-footed partakers. 


Should 


Death End All? 


Hfrb act*theplofkai *Mstn>-1lJb Mt*r abreaj 


toexuteac* of hi* home?" If attcSTfe^ the* cue it L 
Mta-we the avnaa« pUai msajhat firm this matter thought, 
mt, at the expstte of frwssx aujaiBmai, has ptnvidadfac 
(toure needs. 


The Mutual 
Life Insurance 


Company 


fumkhes the beet, (WCSUM if» stfast 
and mow economical, method of perpee- 


oarine the home and protecting itt inmate. 
To meet the**1 


common and inevJtaMa ne«di itwii crgai.iz.id Mar-few 
T«*n ,**» 
It is owned > kt policy fatten. Their 


Confidence and supfonJiaTe made and kept it the laigett' 


and health it hat the verf best protection foe you/ . 


The Tifa* to Act U NOW. 


Par the MW tbfint of pollciw CMtuk Mr\ 
••rut HP"t,,«t. write direct t» - 


TWftMtadUf.famMc.CMq 
'.-•Mfcw.itaie.r-^y 


"Colonial" Bookcase 
Very Neat Design 


One of the great many pattern* now to be found in 
the new store. 
Solid oat, golden finish, with adjus- 


table removable shelves and double glass doors. 


This bookcase measures forty inches wide and fifty 


inches high. 
It will accommodate quite a good many 


books. Quality considered, the 
" 
~ 


price is very reasonable 


e quire a good many 
$29.25 


Aek about our Credit Plan 


THIRTEENTH AND FRANKLIN STREETS 


ONE BLOCK FROM BROADWAY 


Sozodont 


TOOTH 
POWDER 


the favorite dentifrice. Per- 
fectly delicious and fragrant. 
Positively beneficial.; Ask 
yourdeniist. 


1.LEHNHARDTS 
EASTER SHOW f 


Something Appropriate for ail 


For( your wife, sweetheart, daughter, baby, hue- 


band, son, father, mother, friend, school teacher, 
pupil, employer, employe—LEHNHARDT he* 
provided an Easter souvenir. 


Do your choosing early—we can't (uarante* 


even steerage-room as the week-Mid approaches. 


THE 
Lf.l 


list Brodway 


SAVE MONEY 
AVOID PAi 


Tut! Eitnttid With* Mi 


Ackn<nrl«dc«l to b* the ncleti aal bwt 
palnlcx «xtneton'in Oakland. 


Until M»r. 11 we hav* d«. 
cMed t* Bike Mr k— 
uu *C tetth (or at* 


SET OP 
..... 


KK OOtO CROWKSJ.......... 
COLD FTLUHOS 
1.M 
SILVER nrxjNO* 
I 
M 
BRUXHCWOSX .;.....«....„ M* 


W. O. FENHIMOM 
I 
•.L.MOSH/B 
W. «AVW 


2m FlUmore 8i;{ 
SnuR-ancfeciv 


OALAND 


TRIBUNE'S PAGE FOR 
. 
_ 
- ___ 
-- 


JN 


The marriage'1 of j Miss Zetta 


and WllUanV Wdldeck' Biers "took place 
at 3 o'clock'this'afternoon .at-the home 


of the bride'sYparents. The house" was' 


-attractively decorated with ferns and 


spring flowers, and., in 
the ••parlors 


where the .ceremony.: was performed. 


. GOSSIP JPUT 
• THE SMART SET 


-Fuller ] eyfctilrig two, -of.-the- members, Mr. and 


Mr'?.'Gilbert-Ij.'Ctirtias'were guests .of 
honor,-.since. they .leave-in1 a few days 


.Covers..were.'laid .-'for ;'Mr. and Mrs. 


eurtiss.'-Mr. and Mrs. J, Walter Scott, 
Mr." send'/Mrs. .William -A.-.Schrcck, Mr. 
and Mrs. Gilbert Curtiss,-Mr. and Mrs. 


IN 


ALAMEDA 


COUNTY 


SAYS ARTICLE REFLECTS 


ON MANY WORKING WOMEN 


"Kisses Sold at $5 Eath" Is AH "Rot." 


TRIBUNE TROPHY 


TOURNEY IS 


BOOMING 


MRS. 
WILLIAM WALD ECK BIERS, nee Fuller, Whose 


Wedding" Today'Was a.,Horne A ffair. 


there" was an Improvised altar of roses, 
carnations and. greens. . 
- 


The marriage service was read by 


the Rev. Barnhart and the bride's only 
attendant was little Miriam Wands, the 
ring hearer. 
• 
: 


The bride wore a pretty gown -of 


white silk mull over tafteta with . a 
veil and carried a shower of roses. Her 
only ornament was a handsome neck- 
lace, the gift of the groom. 


Mr. and Mr. Biers have gone Squth 


on a honeymoon -trip and will return to 
make their home in this city.' 


, 
Ji J* # 


INFORMAL DINNER. 


Mrs. C. W. Kinsey was hostess re- 


cently at a dinner given at her home 
on Twenty-fifth street. Among , those 
who enjoyed . the affair , were - Mr. and 
Mrs. A. Morton, Mr. and Mrs. James 
A. Johnson, /Mr. and Mrs. J.'R. Scup- 
ham, Dr. .and Mrs. C.;Evans," Dr. -and 


-.Mrs-. E. R. Dtlle, Charles. Kinsey and 
TUr. and Mrs. C. W. Kinsey. 


••• J* '-..Jf 
J* 


FOR BRIDE-ELECT. 


Miss Pauline Collins, -the fiancee ot 


the Rev. Richard K. Ham, has been 
guest of honor at several charming af- 
fairs. 
Mrs. Erwjn; Brlnckerhoff was 


among those who entertained recentlj 
for this 'popular bride-elect. 
' . 


,jl- '•'..*' ..'>-• 
- • 


BRIDQE' CLUB. 


Mrs. 
Clarence .CroweU will, enter 


tain one of the smaller bridge clufc: 
next Wednesday 'ai her>orne.j'Amons 
the members, are. Mrs. : Oscar L-unlng 


Mrs. 
Frederick" Morse, Miss Lily Brelt- 


ing, 
Mrs. William A.". Schroek," Miss 


Emma Brelling, -Mrs. .John 
Maxwell, 


Mrs. 
Charles Heatley, Miss Julia Breil- 


ing, 
Mrs. H. Sidney .Kergan- and Mrs. 


Frank Leayltt. 
. 
•'.-. '. .' ' _ 


jt 
•.$ Jt 
• : 


HOME AFFAIR- 
; ; > : 


A shower party . was given at 'the 


home of Mrs, Frank-kaylor'in-'Berke- 
ley In honor of MJfsElHh Russell, who 
6 to 'become one \of .the ,Aprir..brlHes." 
Musical numbers .were contributed,- by, 


Mrs. 
Waste,- Mrt. Clark, ".Miss ^Russell 


and "Mrs. MeCleave arid recitations jby 
Miss Lillian" Swale'.: 
" -'. : 
' 
' 


IN' THE ORIENT. 


A. S. Maedonald^Miss Bernice .Mac- ' 


donald, Miss Amy 'Browne of Santa 
Barbara and Miss ... Albertlne . D,etrich 
were passengers . on -the Doric for Jap- 
an and .are planning - to spend six 
weeks In the Orient.-, ;- 
' 


'&-*••&' & 


ANNUAL DINNER. 


The East Oakland", Five '..Hundred 


dab entertained .•last" evening -at -an 
, elaborate dinner given at the Clare- 
'mont Country. :Clifb. 
This dinner .'is 


an annual affair' In the 'club and last 


Wallace Pond, Mr.''and Mrs. R. C. 
Craft, Mr. and Mrs. E. B. Davis, Mr. 
and Mrs. Fred Button,' Mr. and Mrs. 
:Henry Bull, .Mr. .and Mrs. H. B. Mehr- 
mann, .Dr. and Mi-s. E.' J. Boyes, Dr. 
and.Mrs. Ernest ioycs. 'Afterward an 
nformal game of five hundred was en- 
oyed. 


jt 
•.*! 
J* 


AT BYRON. 


The following were registered at By- 


•on Hot Springs, during the past week: 


Oakland—I. H. Clay, H. S. McFar- 


iii, C. S. Creed, C. H. Myrick, R. T. 
Williams, Charles Waltz. 


Berkeley—A. H. Herman. 
Alameda—Charles E. Is'aylor. 


OAKLAND CLUB. 


The'-'Oakland-. Club has sent out the 


bulletin ' for'.-'April as follows: 
,; Wednesday, April 3—2 p. m., annual 
meeting. ' 
• 
' 
' 
• 
• 
. 
. , 


JVednesday,. April ,10—2:30 
-p. m. 


Miss Alice M. Flint, chairman. The Va- 
cation School. 


Wednesday, April .17—12:30 p. m. 


luncheon for members only. Mrs. S. F 
Mlkel, chairman. 
' ' - . . : ' " 


Wednesday, April .24.—2:30 
p. m 


Mrs. 
J. P. Potter, chairman: Program bi 


be announced. 
-.. 
-.-• 


AT DINNER. 
: 


-'Mrs. E. D. Porter jvas hostess las 
evening at an .-enjoyable dinner given 
for a-, dozen guests. Among those pres 
ent we're: Mr.' and Mrs.' Edward Ha: 
Dodge, Dr. .'and Mrs.-Homer Craig, Mr 
and: Mrs.: Ralph/Klrkham-Blair, Mis 
Blanche'. Laymance, Miss* Edith Den 
Jpseph McElroy and Mr. .and Mrs. I 
D. Porter. 
• 
• 
' 
' 
- 
. 
- 
" 


SKATING CLUB. 


The. 
first meeting, of .the new Lake 


side Skating;C!ub next.Tuesday even 
ing -promises tp.;:be .a successful af fa 
and Already'•several-dinner; parties ar 
plann'ed to precede,.-the -meeting. 
' Among,'-r.those ''who' will' .enter.tain 
party-at. the Claremont Country Clui> 
is'llls's Katherirre--'Brown .and 
the 


guests will attend-thefc'lub. afterward.' 
'Owing to the tact 'tfmt Easter comes 
exceptionally early this" ye^ar Heaving; 
two -months of social • dullness society- 
will doubtless-anticipate with pleasure 
the : popular diversion. ; 
•' 
. - 
: 


.,.- ' '."""•. . NEW,.HOME.- 
. 
' ; " ' . 


"Mrs. Mary Fairweattier .has taken a 


Of the attempt to discover .who.j 


has the very nicest arm among |. 
the women of Alameda county, j 
one who is of that.-sex writes "to j 
this daily newspaper: "I am fol- j 
lowing with close regard -your 
essay to get the prettiest arm in 
this county reproduced in your 
columns. 


"I would, like to enter that com- 


petition, but 
my. arm 
is too 


slender and,angular. Age is not 
considered in your 'tourney,' you 
say, so 
my being thirty-six 


•-J would make no-. difference. 
I 


think a fine arm, that is, one that 
tapers exquisitely, is one of the 
loveliest sights imaginable. Of 
course, an arm viewed in its 'na- 
tural state has to be daintily 
shaded in purest flesh color in 


t order to give the most perfect 


effect, even where the contour is 
uniformly' symmetrical. 
Your 


idea to have the arm exposed to 
the shoulder in your specimens 
is excellent. 


"When I was at school abroad, ^ 


; : j the pupils were addressed one 
day. 


by a member of the faculty who 
spoke on art. I recall'that he 
said that the most graceful, most 
superb vision of a human figure, 
with a female as the subject, was 
when head, neck; shoulders and 
arms, clear to the fingers' ends, 
were nudely presented. He also 
referred to drapery of classic ar- 
rangement as being a more im- 
posing set-off to such display of 
charms than would a costume of 
onventional design, no matter 


' costly it might be. But I 


-riust not wander on farther; 
uffice it for me. to remark .that I 
hink THE TRIBUNE is to.be 
omplimented for seeking to as- 
emble the really sweetest arms 
n the county. Your collection, 
vhen your show is over, ought to 
je worthy of a special album.—I 
mean scrap book 
survival, for 


here will surely, be many con- 
rWing types, and it will be a 
pleasure as well as instructive to 
scrutinize them all."_ 


In an epistle received from a 


San Francisco artist this informa- 
.ion 
is supplied: "I take it you 


ire after style of pose—genre— 


Editor TRIBUNE: It is wKh re- 


gret and, I beg even to say, disgust, 
that I read the article entitled "Kisses! 
Sold at J5 Each," In your Sunday sup- 
plement. Many of the remarks In this 
article reflect most seriously on work- 
Ing women in general, stenographers 
In particular, and just as much on the 
average business man, for whom the 
respect of the working woman is often i 
Increased rather than diminished by j 
contact in store or office. 
All the 


stenographers who read this article 
know 'how false Its tone Is. So do the 
business men who employ them. 
But 


the casual reader, unfamiliar from this 
stuff that is injurious in the extreme 
to the reputation of many an honest 
and high-minded girl and man. 


I am a stenographer of several years' 


experience, and have had occasion to 
work in a good many different offices, 
changing my position always to take 
one where ihe chances for advance- 
ment were Setter. I have never had 
the least difficulty In securing em 


no part la this question. It Is a com- _ 
mon saying that "every man kno** » 
l»dy when he sees one," and sueceiful 
business and professional men certain- 
ly are not fools. Doubtless there M» 
stenographers who, like some of their 
sisters In various lines of work and t« 
every class of society, are not ladle*. 
but I have ob.-erved that the most se- 
rious and industrious stenographers of 
my acqualntar.ee are the ones who hoi* 
the best posit.ons. 


First class business men have n« 
, 


time to flirt, and, if they had spent 
their hours In this v.-ay, woula never 
have reached Che position they occupy, 
and everyone knows both girls an4 
men In business whose very look* and 
genei-al conduct belie the Imputations 
in Miss McChesney's statements. What 
she says is "rot." She is cither a hu- 
man vampire, or. which Is more likely, 
no such person ever existed, and the 
Idea Is the flf mcnt of some sensational 
writer's brain who can find no better 
subject to contemplate than' the \van- 


ployment, and have never failed to se- 
cure one where I applied, except in 
one or two cases where the reason were 
obviously .not personal. 
Yet I have 


never been offered what any well-bred 


ton tampering with the reputation of 
countless scores of persons better oc- 
cupied than that same writer. 


In fairness, 
I consider that ' you 


should print these lines foy one who 


I1CVC1 
UCCi.1 Vi^i *--"• " *»»». ««-j 
,._.- 
. 


woman would consider an Insult, either knows %vher,of she speaks from her 
in word, look or action, either when I own experlerce and that of many otlt- 
flrst accepted a position or after hav- 
ing been In the same office for several 
months. I have held very good and re- 
munerative positions with several con- 
cerns In distinctly different lines of 
business, and always have held those 
solely by virtue of what skill I have 
as a stenographer. 


Miss McChesney Is entirely wrong In 


her tenet that the girl's attitude p'.ays 


er girls of her personal acquaintance. 
I am not beautiful. 
Neither have I 


ever been told that I am a fright. How- 
ever, that may be. no -business man 
has ever asknd me to kiss him, but sev- 
eral have, nnne the less, willingly paid 
me well for efficient 
services ai a 


stenographer. 


Yours very respectfully, 


AN OAKLAND GIRL. 


GIVES UP HER HUSBAND 


FOR LEGACY OF $50,000 


Insists Other Women Would Do Same 


MISS GEORGIE COOPER 


WHO IN PRIVATE LIFE IS MRS. LANDERS STEVENS. 


as .'well as excellence of general 
line development. Now posing— 
attudinizing—can be myriad in 
number. Three various^positions 
may be 
assumed 
before 
the 


camera—standing, sitting and re- 
clining. Yet the ty<o arms may 
be woven into many pleasing 
combinations. As to the morale 
of your exposition, th'is sanction 
come's-to.me: -You.' are encour- 
aging your readers to have a still 
more sublime regard' for 
the 


beautiful in nature." 


THE TRIBUNE is already 


possessed of the names of quite.a 
good many who have, enlisted for 
the .purpose of 
wresting _ first- 


prize award in this emulation. It 
is desired to add to the" roster of 
volunteers. 
Those, inclined to 


iced this behest should at once 
mail word to "Phidias, editorial 
department, OAKLAND TRIB- 
UNE," 
and to them will be fur- 


nished a free photo order, good at 
Bushnell's, 
532 
Fourteenth 


street. 


The leading premium of THE 


TRIBUNE best-arm competition 
is one dozen pairs of silk stock- 
ings, to cost $5 a pair. Pictures 
of contestants must disclose arm 
bared to shoulder. In case a sub- 
ject is indisposed to allow name 
published "under inserted picture, 
then that detail will not appear. 
If use of photo here is not favored 
by'the-original, that depiction 


CHICAGO, 
March 26.—Mrs. Olive 


Russell Burrs, with the -divorce court 
as the s-flant In the case, has just trad- 
ed an unK'tlsfi'Story husband for $50,- 


000. 
Thn Ttel.T'itii'e of a husband or 


V5, legacy ^»: presetted to her In the 
7 vil\ of IKY father, w'i», disapproving 


ir.c chots. left her H» r money on con- 


n tK3«fc» —>$ from Mr. Burni 


HI? dan£*-«S "JM Mt berttatt. though 
she declines»» aanRT^er motives were 
purely mercenary. 


Burns, who is an actor-manager, 


was, according to his wife, jealous and 
penurious. 
She said the man who 


would continue small attentions after 


marriage and treat his wife with t*c 
same politeness he bestowed on ai^ 
good looking stranger was a hucbaif 
she would prefer to any millionaire. 


Her falhor also Instructed that M» 


Burns should give up the stage, thou^| 
his legacy was not dependent on thlfc 
The sacrifice of her helpmate Ins, how* 
ever, been all that she was wllltn* •» 
make. 
She declares, after a rest Ik 


the South, she will take up her theatri- 
cal career again. 


"Ninety-live per cent of the women 


In Chicago would sell their husbandi 
for $50,000," remarked Mrs. Burns, suc- 
cinctly,-"but art Is different." 


STAR FOOTBALL PLAY/NC 


WINS HEART AND HAND 


Cupid Is Mascot af Gridiron Battle 


WORCESTER, Mass., March 26.—A. 


romance that culminated in a secret 
Dv me original, 
uieiL 
ut[jn-i.n->ii i 


will be.omitted. File eligible por- marriage at Albany several months ago 


4._~.:4- "«rtiir f^i- wi-ifA tn "PMHiac:" _„,* ,.rh(«h hfla inst leaked out had Its 
trait "now 
or write to "Phidias 


for studio order. 


ightful affairs since 
the 
annpunce- 


nent of her engagement to George 
Jensen of Alameda. 
Covers will be 


laid for a dozen intimate friends of 
the hostess and bride-to-be. 


WILL RETURN. 


Mr. and Mrs. F. M. Smith have re- 


turned to New T/ork after 
a 
cruise 


along the Florida coast and will leave 
for .home next week.' They will reopen 
Arbor Villa and remain here for two 
months before going .to their Long 
Island home for the summer. 


DAUGHTER OF PROFESSOR 


WILL GO ON THE STAGE 


Is Beginning at Bottom of the Work 


house -for the summer' 
Place,'1 New York. 
-• 


at 53 Irving 


- • 
AT LUNCHEON. 


Mrs. Willard Williamson will enter- 


tain, .at .aVluncheonrto be given Thurs- 
day, "April 4. for Miss Anita Oliver, who 
has been the motif for a series, of de- 


PERSONALS; 
. 


J. Blois Is in Sonera on business. 


Mrs. 
Louis Morris is a"'visitor in 


Santa Curz.. 


Fred M. Eachus 
was 
a -guest at- 


Santa Cruz recently. 


R. O. Morrison has been visiting a 


San Luis Obispo. 


Mr. and Mrs. Frank Taw-son have 


been visiting- in Vacaville. 


Mrs. 
"W. Ray Is in Oaktlale. 


jt, Jt- Jit 


SOCIETY NOTES. 


Mr. and Mrs. Rudolph ver 
Meh 


have sold their attractive home in 
R6ss Valley and will reside in Berke 


ley. 
. 
- ; ' - . ' 


Miss Mary McClure: has 
jrone 
to 


Capltola where she will 'be the;guest 
of her aunt, Mrs. H. P. Gregory. 


Miss Leila Marshall entertained re-, 


cently 'at an Informal sewing bee. 


. Miss: Margaret ~ Medbury entertain- 


ed the members of a bridge club yes- 
terday at her home. 


Mrs. E. H. Forrester has gone to 


Colorado for a several' weeks' visit. 


and which has just leaked out had Its 
beginning on the gridiron here. 
The 


principals are Edward L. McManus 
Jr., of Natick, and Susanne Wads- 
worth,. Harris, daughter of William 
Harris, of Northville, N. T., a State 
Senator. 


At the beginning of the 1»05 game 


between Harvard freshmen and Wor- 
cester Acadern;.", McManus, th« star 


NEW YORK, March 28.—Miss Edna 


Barbour, daughter of Prof. E. L. .Har- 
bour,, of Rutgers College, New" Bruns- 


wick, N. J., will make the stage - her 
Ife work. The .young woman is pretty 
and accomplished. 
, . , , . ' 
- 


She Is" a graduate''of .a'New York 


dramatic school, and for the past few 
months has been obtaining-experience 
with;small companies on the road *c- 
fore \-., finally making up her mind 
whether or not to .follow the profession 
regularly". 
She ha« decided to do «o 


and will have a minor part In a pro- 
duction • about to go on-" the road. 


tackle of ihe latter team, was* out be- 
cause of an injury to his knee. 
In the 


game his substitute weakened, and In 
spite of Uie protests of his doctor J*e- 
Manus took his place, playing a whirl- 
wind game, which helped the Worces- 
ter team 10 the first victory over Har- 
vard in nine years. 


Miss Harris was attracted by Mc- 


Manus' spectacular playing, and after 
the game they were Introduced. Last 
Christmas vacation they slipped away 
to Albany and were married by the 
Rev. Father Burke. 


MEN LEAVE COUNTY AND 


WEDDING BELLS CEASE 


Issue No Marriage licenses This Year 


YOUNG LADY TO CONDUCT 


CRUSADE AGAINST SMOKE 


Desires' to Regulate Chicago Smudge 


CHICAGO, March 28.—Having .Just. 


returned'" from' a "trip to ,New . York," 


Miss Theresa Hlrschl,' daughter of An- 


drew "j; Hlrschl, a jjromiment "member 


of the-bar here, announces that rsbe is 


willing to join the staff of Chief Smoke 


Inspector -John C. Schubert - and -help 


bring into" court violators of the-law 


whose chimneys make a smudge of 


Chicago's sky-line. 
~ 


Miss Hlrschl declares that the differ- 


—->- 
—- 
erce between New Ydrk ana:tnU:clty 


Mrs H. H. Hob-bs will leave In a|[n regard to the smoke nuisance has 
. 
. 


few days for Europe after a visit with \ 
Mn. and Mrs. Bugene Goodwin in Hr- | 


thoroushly. Mnamed of the 


Chicago-to'be continually, smoke be- 
rrimed.' """If" Nevr Yorlc or' any o\her 
city-can,be; clean," she Bays, "Chicago 
can be clean" also. 
There Is irvry.' little 


exeuse:ior-:,tne smoke erll here.;."- We 
women are .Ow chief suffer*!*, as the 
smoke ruins our gown* aod'spoil'e out- 


plexlpnm."^..' We spend thomands of 


dollars «. year Iteeping our clattm 
clean and the men do not- seem to 
are." 
• . • ' . - . • 
- ••• 
- '" --.' 


The enthusiastic' yotuw woman to 


willing to serve as t.nmokc iupfclox 
without pay and It to Bkily Ijuit ihe 
offer of her service* will be scented. 
She U a «raduat»-o( the tlBirerattjr at 
Chicago an* has a ho*t of trlead* w 


STSOTJDSBURG, March 28.—Not a ( 


single marriage licen»e has been Issued j 
in Pike county this year. Clergj', court 
officials and justices of the peace are: 
aniious to,, get at the bottom of the 
trouble, and, if poMinle, correct'con- 
ditions which may be responsible. 
• 


A newspaper man announces that 


Plko county glrte want to be June 
brides, do not take to winter weddings. 


and predicts that all -will com* oitt 
right. 
Another solution U that tt* 


young feHowe are lea vine the cottni/ 
to nnd work. 


Much i* expected from Repre»e«tfv- 


tive Mardn, the newly elected Rep«1>- 
Hcan member from Pike. Marvim, bo- 
fore eleciion, referred frequenUjr t* Ht- 
tle Plke'c slowness. He promised bet- 
ter tblm;s In the event of ht« el«<3- 
•tion. 


HOW TO USE SCRAPBOOKS; 


ONE FOR EACH 
SUBJECT 


Keep the Classes Separate in Books 


To-keep cllpplocs where they can 


t» found readily It t* a good id«a- to 
have several cheap scrapbooln, dcvot- 
«nc on* to each (abject 
One beak 


mm-T b« Med ttr nelpcs; a SSCMK! *«, 


kelev. 


«n»yestl>a«-aiiother. One wtth 
or another with tuomj marine* *•* pie- 


bri*bt«i •ome houre «sr -* 
tares, 
Invalid. A 
•tonM I* patted In 
tk* cllpitac* m*r 
Wt. •nta then 
put* thaa 


to aa 


OAKLAND TRIBUNE. 


NEWS FROM BERKELEY AND 


MARCH m. mi 


HARRY THAW 
EXAMINED 


BY LUNACY COMMISSION 


Prisoner Is Willing to Submit to a 


Private Inquiry, State His 


Attorneys. 


>,EW TORK March 28—The com- 


mission in lunacy appointed by Justice 
Fitzgerald of the Supreme Court to 
Inquire into the present mental condi- 
tion of Harry K Thav, held Its first 
public session this afternoon In the 
courtroom whero tr-e Thaw trial has 
been in progress since January 23. 
The commissioners took their places 
upon the judges btnch shortlv afLer 
2 D m 


Thaw -nab brougnt before tho com- 
mission imn edlatcly and took a place 
directlj In tiont of the commissioners 
He was accompanied by a.11 of Ms 
counsel 
District 4.tto-nev Jetome and 


Assistant District Attoiney Garvan 
were present as provided by law 


Evelvn 'Ncsbk Thaw was present as 


were the defendants brotheis Josiah 
and Ed vaid Than 


Clifford 
Vi 
Hiitridtfe at ted as senior 
counsel uefoie the commission 
Ht 
in 


nouncecl (hit 1 h iw wis reidj at i n ' 
time to sun-nit to a peisoml t-tamlnatton 
o> the co-nmission but suc^ested tnat it 
be prhite Ticl he co UliM 
oleh to the 
present st-Ur o* his m n j 


Chairman Mcriure th»n dnnounced thit 
nnj mentil or |h sic il ex trmnatlon o 
Thiw wo lid he prhite 


Chiirmin McClure addPd that he did 


Pretty Fraternity 
Girls 
Plan 


Supper Served Under Blue 


Skies. 


not think an elaborate hypothetical ex- 


comrmsslon had in mind wis a simple o»ie 
—to determine whether at this time th« 
defendant is capable of UM^OI standing tne 
pioceedin^s against him and of rat onally 
advising: his counsel 
Chairman McClure said thD commission 
had decided not to take into considera 
tlon the 
onnictlug affidavits submitted Rpt.irp.Twv •«• 
•, »o 
to Justice Fitzgerald 
i 
^ ,LJi.T' Maroh 28—The park-en- 
M hen District Attorney Jerome was ^ro?,e5 Clubhouse of the Cnoc- Tara Club 
asked If he was ready to proceed he <le- r; 
Piedmont avenue Is to be the 


Ua.ecl he w is not 
His medical advis- ofSn|Rt°frr?fv 
aLh?,m? on tlle ""ei-noon 
Uo ware not present and In the absence ° .,£3,- S^.. pr 1, I 
from 
4 until 1 
ot definite 
knowledge of what 
todaj si?,.? 
»L Supper w'll be served under tho 


proceedings might be ne had not sum-, hV>" ?M °Si ev°my s'df' overroach the 
nroned any witnesses 
Commissioner Ol- "TS °' HlVl"01; Tara 8lrls 


ncv inttirupted Mr Jerome to ask If he U ,^ f \ e hostessea will be Miss Ger- 
had any objection to the commission 1^, 
^ Armstrong and Miss Susie pas- 
pioceedmg forthwith to examine Thaw 
'" 
I nave no objection 
pioUdlng mv 
cross examination of the defendant may 
bo postponed until I can consult with 
mv medical fidv i'-crs " he replied 
We will ananse that when we come 
to It 
said Chiirmm 
McClure 
Ihe 
courtroom was cleatcd of all poisons ex 
cept tho commission tho defendant and 
his. counsel and the dlst-lct attoiney and 
Us assistant 
and the p-wmlnatlon of 
Thaw was taken up In executive session 
The Thaw lunac' commission 
ad- 


journed at 4 SO until Saturday at 10 15 
a m 


CHOC TURKS TO HOLD /'AT HOME" ON 


TREE-ENVIRONED 
CLUBHOUSE 
LAWNS 


FUNCTION WILL 


EVENT 


S P Officials Say Damaged Roads 


Will Open m 


Days. 


Few 


LOS ANGELES 
March 2S—The 
damage to the coast 'me of the South- 
ern Pacific bv tile landslide at Santa 
Margarita ti nnel is so extensive ac- 
cording to trimmon arming fiom the 
Xorth t lat it cannot bo repalied and 
again placed in commission Inside o£ 
a month 


Southern Pacific offlculs sav it will 


be open in a few days 
The San Joa- 


quln Vallev line is overwhelmed with 
business 
til slcepei accommodations 
on this loute being engaged more than 
a week ahead 


*— 
. 


Famous Captain Boston-Ameri- 


can Team Ends Life at 


West Baden 


TVEST 
BVDEN, 
Infl 
March 
"S— 


Charles S 
Stahl 
known 
in 
baseb I 


circles as • Chick 
Stahl rornmittcd sui- 


cide todaj 
m his rooms it the \\est 


Biden Spring-, Hotel bj swillowins, foui 
ounces of cubolic ac d 
Ho wus duul 


when iounl 
No cause is known 


Stnhl wis Ctt|>t\ln of the boston Amer 


can Ltagie b iseb ill team incl foimeilv 
lived a 
Foit \\ajne 
Manager iavloi 
lias abandoned the spring p ctice games 
oc tne team 


h 
4. large niunbe. of guests have 
been nvlted and an enjoyable afternoon 
U looked forward to by both the Cnoc 
Tara girls and their friends 


*• 
. 


Engineer and Conductor Charged 


With Manslaughter as Re- 


sult of Fatality. 


LOS ANGELES Match 28 — Eng-1- 


r e e r R \\ Kellv and Conductor "V R 
Homble charged with manslaughter 
and accused of being lesponslble for 
the collision between the Santa Te Ov- 
erland and students special Saturda> 
evening in which five persons weie 
killed appealed before Justice Steph- 
ens this morning and the date of their 
preliminary examination was set foi 


T™ £5,, 
They are at liberty under 
S6000 ball each 


Song and Mirth, Speeches and 


Talks By and For 


Seniors 


BERKELEY 
March 
28 —Rousing 


college songs will come from Senior 
Hall tonight when the men of '07 will 
gather in full force for a 
jolly-up ' 


Professor A C Miller, of the Com- 


merce department, will address 
the 
seniors and It la lumoied that his talk 
will contain many valuable hints In re- 
gatd to the fut-uie org-ani^ation of the 
upperclassmen. 


After Four Days' Work Friends' 


Efforts Were Rewarded 


Yesterday. 


March 28 —The body 


flay 
was found 
< 


who is to be one of the hostesses of the Cnoc Tara "at home." 


i 


William 
Young 
__ _. 


Night at His Boarding 


House In Alameda. 


ALAMEDA March 28 —Wilharl Young, 


who was employed in the news stand at 


„- 
Scholars 


to Appear In Vaudeville 


Turns. 


ALWED* March 28—The Associated 


Student bodj of the local High school will 


benefit dance on tb* evening" of 


DEAF MOTE TALKS AFTER 


REACHING 
COURTROOM 


Shows Judge Hole in His Head fltif 


Causes Occasional Loss - 


of Speech. 


BERKELEY. 
March 
28 —"How 


could I bee when I couldn't talk?' 
asked Louts Willie, a vagrant up be- 
fore Justice of the Peace Edrar the 
other day In the Berkeley court 


He tuui been arrested on thp charge 


of \>agrancy, for the college town police 
caught him in th» act of peddling shoe 
Etring-s, and to increase the sales of 
his wares, he had a. large p'acard at- 
tached to htm reading "I am deaf and 
dumb" and "Help the need} • AH 
these signs were 
held in the court 


room safe, to be Introduced as peo- 
rit's exhibits tihen 
th« supposedly 
deaf mute came up for trial 


After being In the custody of Chief 


of Police Vollmer for several days, 
Willis «as called into court 
During 
his staj in the jaJl he had not passed 
a word 
When the Jailor passed him 
the menu lie pointed with his thumb 
to the course 
he desired 
Francis 


O'Donnald of the deaf and dumb home 
had been called to the court room and 
sworn in as an interpreter to translate 
the trial proceedings for the mute 


"I CAN TALK." 


Interpreter O'Donnald began on his 


Bngers to read the information against 
Wills, when to th* surprise of the 
court and those present the defendant 
said in husky ton** 
"I can talk " 
'I alnt deaf and Humh' blurted out 


the prisoner when 
the 
Informattofl 
was lead 
"Ho\\ could I beg <wh«n I 
couldn't talk'" 


The court anted for an explanation 


of the circumstances and Willis tol* m 
touching tale 


•A brick wall fell on me on* tttnsj 
anc sometimes I cannot talk or h*»r. 
The bricks made a hole in my h<*4,~ 
bpfcan the defendant, 
but the <owt 
lookeo doubtful 


"Wl en Thomas doub'ed Christ, tfc» 
sr.iior asked him to place his h»n* 
on the hole In his side to thrust Ml 
hand through the wound 
He did It 


and .found that Christ -dlii not H«." 
continued Willis. 


Now Judge, you thrust your liaa* 


on thr> top of my head and •«• If I 
m not speaking the truth" 


FOUND A HOLE. 


Justice EMgar examined Willis,' hs*4 
and found there was a hole on th» 
<op large enough 
for a brick 
wall. 
The Perkeley physicians 
who w*r» 


nonsuited on the matter declare that 
Willis maj have illusions at times an< 
« uncble to speak or hear and hi* 
Irnaglratlon, caused by the 
Injury, 


would cause him to lose control of th« 
two senses temporarily 


Willis was turned loose provided h* 


would stay eutslde the limit* of th« 
college town where they are void ot 
tiampH and loafers faking the unsus- 
pecting public 


Pipe Line of Union Oil Company 


Across Isthmus of Panama 


Completed 


ln 
"Ufof the school 


HATFIELD SUES THE 


WATER COMPANY 


Attornev Hh im Luttioll this afternoo i 


on 
behalf 
of 
William 
Hatfleld 
se 


cured an injunction ag-alnst (he Peoples 
TVater Compinj to nievent the corpom 
tlon from turning off th« nj.ter m th° 
plaintiff s house 
Hattield refused to Da./ 
the excess clnrg-ed on his hill 
He cl-itms 


it is disci immation 
beciusc one person 
has a meter intl another has none 
Ihe 
matter wilt be thieshed out in court 


-ompnnj. s pipe line acioss tm Isthmus of 
r'lnama la tn reidln^ss for use and the 
lumping of oil thiough tho pipe fiom 
steimers 
n tho west sitl» to those on 


the east-side will begin serv sliortls 
TWO 


vessels ire now loading a Port Harford 
with cargoes of oil foi the isthmus 
The 


capacitj of the pipe lino Is 25 000 barrels 
unlly and ,t It, expected to be a great 
aid to the development of the oil 
clustrj on the west coast 
in 


Is found dead in his beJ! 


•01 Its/ 
Foi 'the""pasT'"hirde='I?ays?rhif' «' *ho J^ome of George Shrev^- at 1S05 j building 
The darce Is given as a reeu- 


girT?heanw ? blot 
f 
h^hhave been^arag , f.an'l C lr? aranue lesterdaj afternoon la- aff,ir md the procefd, go to dcfrTy 


fffort 
to \£,tf 
"th thh fstUMy 
in Bn 
OC'OCk 
loungr had bcnn roomms th« expenses of the different studo"tac- 


theh 
effort? were few,°r lo i l£'lelflny' at 'he <3"reVe resldcnco for a number of "V"*8 
etiorts were lewxrdocl when the . months 
It was his custom to remain „, 
^'^tr the management of Roger Henn. 


a late houi unrl It- w ^ ,,„. 
HI a,ssl''Ut! bj the executive committee of 


o. maid went tomUrup thf bod thai — *Ch0°I " -'---«P«^ that , .onsid- 
it was discovered that he had died 


It is believed th it death w is Hut to 


mtutal causes 
loung had been 
com- 


plaining for some time over 111 health and 
was not a st.o-g man 
He was -ibout 


40 veare of age 
Little Is known of his 


antecedent. 
An autopsj will be held 


grappling hooks pulled the'body'^w "telhlfl"1" M iu."a= nls cu"0m '<• remain in 
re^tUng place at the bottom of $"£ es I 
u?- 
e houi "nd 't w is not until 


Hannis fell fiom a baigo o»( which he 


iSni ^ffiSTa l^r^*™^°lt 


*'"~ri i i 
to aid him 
He was a married man md 


ie«Ulcd in this city 
on Walnut sticet 
tot three months 


Folg''er's 


Golden 


Gate 


Teas 


A mild and healthful 
stimulant 


Japan 
English Breakfast 
Ceylon 
Gunpowder 
Oolong: 
Black and Green 


t is simply a matter of taste 
as to which flavor will please 


J. A. FOLGER & CO 


San Francisco 


Santa Clara Sheriff Has Prisoner 


Who Resembles Much Want- 


ed Murderer. 


SA.I\ JOSE 
Miich 23—Sheriff Laig 


ford 
todaj ariested 
the i mn rtcertly 


seen at Campbell who Is t^llevLd to bo 
Jim Richardson the mutueier of Deputy 
Sheriff Price of Fiesno countv 
The prls 


onei, who answers Rlchar Ison s d»scrip 
tlon in all details had purchased a ticket 
at Camrb 11 lor Alma 
n tho Santa Cruj- 


mountains and wnb on h <s way thlthei 
In the caboose of a freight tiiln 
At Los 


Gatos wh n tho train stotpel tho sheriff 
entered the caboose nncl pUr-td him under 
arrest 
He denied that he was tho man 


wanted but gxie no satisfictoi> account 
01 himself 
The Fresno 3! mff was noti- 
fied this afternoon of the capture 


Palace Bakery 


Washington St ^ 


TO The unequaled patronage $> 
W that this place has enjoyed ffll 
2* the past 15 years proves ^ 
jP its merits. 
' | 


I Everything \\ 
I Always the | 
I Best 
\\ 


Taylor Central Club Postpones 


Event JLIntil Building Is 


Repaired. 


ALAMEDA, March 58 —The meeting of 


the Tavlor Central club which was sched- 
uled to be held at the Park theater to- 
morrow night has been postponed be 
cause of repairs that ore being made 
at the plas house 
The 
building was 


losetl down last ?Ionday so thai 't could 
be painted and remodeled but a promise 
was given the secretarv of the club tht 
it would be leadj for occupancv Friday 
night 
The contractors havt been unable 


to get the woik done In time and the 
mestlng will not be held 


Meetings are being arranged for next 


week and from now until election daj 
April 8th 
the members of the club 


promise the campaign for office of mayor 
will be a lively one 


HONKOLOCAST 


The graat naturalist—Here Is a speci- 
men of something that I was sure would 
sooner or later be evolved 
wouiu 


The reporter (examining It)—What Is 
the creature-a new kind o' a. horseflv'" 
The great naturalist-No, sir? It ta a 
honkolocust" or auto-flj —Fuck 
B 


Strange Disappearance of Port- 


ugese Girl Still Alarms Her 


Relatives 


RICHMOIsD 
March 28 —No new3 


has been received by the family of 
Miss Minnie Silva of her whereabouts 
and there still remains the same mys- 
,tetv as to the cause of her not having 
been heaid from during the last six 
weeks 
The sistei who was making a 


•seaich of this city for the missing girl 
was Miss Geialdlne SIha and not Mrs 
Julia Salvadoie of North Oakland Mrs 
Salvadore has been an 
invalid for 


more than a month and not able to 
leave her house 


The missing girl left for this place 
six weeks ago to take a position as 
maid in a hotel It was her < ustom to 
write or go to hei home not less than 
once a week !Not a single line has she 
written or has anyone who knew hci 
been able to give the girls relatives 
a clro as to her whereabouts 


Miss SIha was petite, rather staid 
and twenty-one years old 
She has 
brown hair, brown eyes 
and 
wears 


glasses 
Her mother, Mrs Rita Silva 
lives at Centerville 
HALF MILLION 


IN MANILA FIRE 


NEW TORK March 28 —A cable re- 
ceived here fiom Manila reports that 
Stevenson 
& 
Company's warehouse 
there, containing- 15 000 hales of mamla 
hemp was burned today 
The loss Is 
estimated at 5500 000 


*••-- 
-V4njui 
it. i-* cvp^v^Ll-u 
llf£lL B. f^OnSlQ- 


erablL sum will be lealized 
Tanks or- 
chestra has been secured and will play) 
the popular airs for the dance music 


Between dances the students will in- 


troduce 
vaudeville 
turns 
which 
they 
promise will be unique and pleasing 
Tim 
patropcsscs for the affair i-e Sirs A E 
Tiates 
Mrs 
C I, Tlsdalo Mrs 
G C 


Thompson M's 
V, 
o 
Henn ard Miss 


lEPinp LOST 


Vessel Having Aboard 183 Peo- 


ple Is Said to Be 


Missing. 


ST JOHNS 
N T March 28—The 
steamship Greenland, with 183 men 
on board Is reported lost off the New- 
foundland coast 
The -vessel 
which 


was engaged in the sea! fisheries, broke 
her main shaft last Saturday and dur- 
ing a raging blizzard on Sunday was 
driven seaward and has not since been 
seen :>y tho other vessels of the fleet 


'W ord of the probable disaster 
was 


brought he e b> the sealing steamer 
Gmnd Lake 
According to Captain 
Knee, of the Granci Lake the master 
of the Greenland aftfr the biealung 
of thp vessel s shaft, attempted to in- 
duce the master of the steamer Diana 
to take one hundred of the crew on 
board that vessel but this uas not 
clone as thcie was Insufficient loom on 
the Diana 
The Greenland disappeaied 


s>oon afterward 
Shipping men 
are 


unanimous in the opinion 
that 
the 
ne'plcss Greenland could not live in 
such weather as has prevailed since 
th» breaking of her shaft 
it the time of the accident to tho 


Greenland tne spas were running un- 
usually high 
With her shaft broken 


she was absolutely helpless 
Any at- 
tempt of the crew to seek safety In- 
srnall boats would 
have" been fool-: 


tiardj 
Mariners hold that the ship is 


lost and that all on board have gone' 
down 
• 
* 


STOOENTS TO 


Ser.iors of Berkeley Will Leave 


on Special Train for 


Tonopah. 


BERKELEY March 28 —The =enior 


students of the L'nuersits leave to- 
nig-ht on a special train -for Tonopah, 
Nevada, where they will make a studv 
of the mines in that section and their 
practical working as well as the geolo- 
{T5 of the surrounding- territorv. 


FIft> men will be In the party and 


the> w iU occupj «pecial sleepers char- 
tered for the trip 
The student* -will 


sleep in the these cars during their 
staj at the mines. California banners 
wlh decorate the sides of the cars. 


The Tonopah chamber of commerce 


has made arrangements to that the 
Etuden s wi 1 have free access to all 
the mines and mills of the camp Four 
dajs will he spent In the actual geolog- 
ical investigations ail tile remainder 
of the time will ie spent In the mines 


The miners expect to play a same of 


baseball with a picked team from Ton- 
opah dur'ng tnelr stay there 


The pam will return to Berkeley on 
the evening- of Friday, April 
5, the 


night before the first intercollegiate 
baseball game with Stanford 
c H 
Frj, 07, uill manage the trip and Pro- 
fessors Louderoach Wood and Instruc- 


WARMED BEES 


ROOHO-EOS 


Honeyed Tribe Objects to Stove 


Heat and Stampedes 


Class, 


BERKELEY. March 2S — College gH« 


to the number of two dozen or more were 
stampeded jctterday afternoon in the 
entomological building on the university 
campus by a swarm of bees which with 
a noise like a buzz saw escaped from an 
overturned hKe and flew in all directions 
about the class and through the open 
door into the hallway 


Professor C W Woodworth was con- 


ducting the class in apiculture nhen the 
ccident occurred 
The moment before 


he class of fifty men and women was 
all attention A few moments after their 
scape the bees had the room to them- 
elve* with only the professor and the 
bee man Ralph Button, in sight. The 
echo of the feminine screams and hastj 


TO < 


OPPOSE GIRLS 


Offer; Reward for the 
Arreit 


of Person Who Stole the 


Alpha Phi Insignia. 


BERKELEY, March 28 —A reward 


of lion for the arrest and conviction 
ot the person or persons who stoli em 
art grl«.ss window from the homt of 
Mrs F J McVey of 2400 Durant -tve- 
£u?'»r<'rm,erlv 
oc<-«Pieii by the Alpha 
Phi Sorority, has been offered by John 
Conant of 634 Twenty -fifth 
stie»t. 
Oakland the owner of the house 


Conant said todaj • r butlt the house 
at 24 0( Durant avenue two years ag-o 
for th» Alpha Phi Sorority 
Before 
their lease expired the g-lrls left the 
place uid I had considerable troubl* 
collecting mv rent and obtaining th« 
Revs t» the house, 
I offered to irfv« 
the an -rtindow to the g-irls, If they 
would pay me what ft cost 
Thes re- 
fused and now I thjnlc that they hav« 
taken It. I offer a-reyard of *10o for 


j»nd conviction of the thl«f 
the 
. 


W. A, PROCTOR 


f<SotsteJ» on the st«lrs uutsMe was all 
the evidence to tell that the class had. 
really been assembled 


Button had brought the bees Into th6 


room that Professor Woodworth might 
the more vividly demonstrate the won- 
derful qualities of the insects 
It »a.s 


a cold morning, however and the bee* 
failed to stir around enough to suit the 
professor 
He ordered Button to tal« 


them over to the stove and warm them 
up 
Button warmed them 
He got them 


Into a fine state of humming; activity 
Then he started to carrj the gluse hlv« 
over to the professors desk. 
It 


then the lia rane off the bee box and 
the lecture w is abruptly terminated 
CINCINNATI, March 
28 —William 


The assistant In fie department ofj-^ Proctor, 73 years old, president of 


entomology worked all of >esterday ooax-5 "":. ,n °* pr«ctor & Gamble, died 
Ing the bees back Into their hive 
Today I "„ CMera»J 
* -?rno°" at hls hom« 


the class assembled as usual the nerves I cause oT death < 
of the co-eds having been restored 
lily 


Wheat is the most important 


cereal used as food for man. 
D? PRICE'S 


WHEAT FLAKE CELERY 


• I I 


is made from Wheat and Celery. 
No sweetening or other sub- 
stances to create sour stomach 
and constipation. Palatable, nu- 
tritious and easy of digestion. tt 


/0 cents a package. 
For ••!• by all 8f«o«r« 


•pTNTTn 
«rnnfT"nirrATTOTr 
tor Larson <v ill accompany the seniors 
rllMJiJJ $1000 BECAUSE 
on the Joarney 


HE 
JOSTLED WOMAN 
The train which the party will Uke 


HARRISBLRG. Ill Jferch 2S -Horace "^Pl <** Oakland mole at 7 JO p m. 
— 
- 
- - 
- 
^lul*1^0 
* and does not wait for the local con- 


nection, so that the members are re- 
quested to leave Berkeley not later 


_ — 
. 
. 
. 
. 
_ 
, 
. - . 
Gray a negro, wa« today fined $1000 
and costs for pushing a white woman 
ore tho sidewalk and otherwise disturb- 
ing the peace winch came near causing 
a race riot and lynching Sunday nltht 
Justice J 
Wise assessed the flne 
George Roach, another negro, was fined 
S3i and costs on the same charge in 
Justice McKenzie s court 
NOTICE OF TIME SET FOR PROVING 


WILL, ETC 


In th', Superior Court of the County 
of Al.nmertfi State of California 
In the matter of the estate of John 
J Halnea deoaased 
Notice of time set for proving will etc 
Notice Is hereby given-that a petition 
for the probate of the 'Will ot John J 
Halnes deceased and .for the Issuance 
to Marv B Halnes of letters testa- 
mentary thereon has been nied m tnls 
Court and that Mon<ter the 8th day 
of April A D 1907. at 10 o clock A M , 
of said da.v. at the Court Room of De- 
partment No 4, of said Court, at the 
.^""rt House Ir the City of Oakland? 
srf fo +£°u£iy :0t Alam«da. has been 
set for the hearing of saw petition and 


*' J d 
"" whcn 


Bame 
Dated March J8. ISO? 


CU. 


At Breakfast 


te mort 
B 


dated. The housewife who 
serves GhtrardeUil delic- 
ious Cocoa for the breakfast 
of her loTed ones does 
much to prepare them to 
meet all conditions of 
weather, work and worry. 
It lightens her mm labors 
also to 


Ghirardelli's 


Cocoa 


than 6 45 


Those In charge have requested the 
men to take seats In the car as as- 
signed in the petrography laboratory 
until after the party ticket hu been 
checked. 
\. 


CLOSES CISE 


III 
i TIL 


Government Files Final Testi- 
mony Against Hermann—Ad- 


journ Proceedings 


WASHINGTON. 
March 
M—The 


Hermu trial at 1:4* ». m°*^h« trW 


woman's 
Nature 


f* ID love 
, 


borne can be complete!* 
happy without thtmJW tfci 
ordeal through wWchtiee» 


pectant mothsr must pass tanatfy i, 
to fall of suifenng, b^nger and fwr 
that she look* fonrar < to the cntitfe. 


trdeal th«t Ac passes through 
the erent safely and with bat 
little suffering, as numbers 
have testified and caid, "it u 
worth its weight in gold." fu 
bottle of druggist*. Book mob 
talvabk i 
men 


THURSDAY EVENING, 
OAKLAND TREBTJNB. 


T 


Now Spouse of A. A Hawes Is 


Searching for Her Husband 


Who Is Missing 


Railroad 
Shops at 
Carnzozo, 


New Mexico, Burn Down 


Last Night. 


•ftib " soimg WI'P at home in P i"a 


deua d!Mi-"-tPd over 'he conttr led ^b 
sencp ot her young husl auc' w*1} v en*" 
-i San r ini-isco to e IP 
I P ernf-'ct 


ii % and nu! dint, bus ncjs 
S A Haw s 


i "upposed- to ho somt-V h^re in this M 
ci t 
but no tra e of i im 1 is be"n had 


sine** Januaiv 15 v hen he waa -etn ir 
cau Fraiciseo 


\,nen she aid lot iio-ir 
cm ler Y s 


land Mis Hpwes se it woid to tie 
u 


thoiHies acioss the bav v tn sorne nopp 
0 flnOinpr the vcung r" in v- 10 v ent aw01- 
to locate 
n a good busimJ 
am th° i 


> 
J foi .ie 
^Irs Hawes 
-t i Old to 
thf inquiry dep r^mtnt ot t u Salvation 
Army and t- src-ctan V il lam D u a.. 
1 I Miisloa street 
S n f arelsr i 
na-, 
s 
t out iPttfrs to ail p ito of LIK, State 


r io mormrt, on( of tl e m MS Co wis re 
e I ed at 
tup 
Kceevm"- Hospital 
I 


SL i ed that Havjerf was 
ici on tl t train 
en route from the sou m i i town ait1 it 
n sht ha t been possible th it he had 
t fitment in that institution 
Hawes *vas- a member 01 liie "i 
v» C 
\ and wo e a bi tton of thit oiganization 
on the lap^l of his coat 
H 
1-, o t 11 H 
Inches In height ard wcW 
aboit 111 
[ounds 
HP has blue eips and black hii 
and a 3 In h scar on his forehr id 
\Vhen he left Pasaden i h«- said hp wa 
going to lee a plumbet ii o in Irinc'sc 
by the name of Gusspn ar I t h i t he w is 
to engage In the building md contract 
Ing business 
Haw"-, hit a set ot car 
penters tools in his trunK 


PISTOL POINT 


Such Is the Allegation of Los 
Angeles Woman Now Seeking 


Dworce, 


TL P^SO Texas M~-ch 28—The gc-- 


c«ll shonb of tie El IHso S. Southwestern 
K-iihrul it C-irrirozo N 
M 
me Deling . 


fi\c nci 
pnglne" 
x •> f conplcti.h 
do | 
-troy rt 
•> m 
lait ntfclit ciusina a loc1, 


of $100000 


Worked Like a Charm 


Mr D U AV-»ltir odl Jr o' that snlcx 
journal 
hi Fn erp !•"• Loulta 
"" > bi>« i 
I nn a m 
11 rry loot list v<.ck inc. 
it once ipnliiHl B c 1 n i Umciv failyt- 
No 
InflTm-iaUni 
f llo» J 
the sihe 


simplj heilec" t i e v,tur< 
He ill '•olts 
turns and s>u n cli tn-op 
G ir ntec-d ir 
O«pooa 
FrL& 
druuglfet-1; 
Sexenth 
-ino 
Bioadmi 
md Iwcita and 
TS isnington 


ASSOCIATION FOR 


GIRLS IS NEEDED 


Editor 
TSIBUM 
Gi<"it r O kland 


needs a gica»pr \oupg Y v o m t n s t hrls | 
tlan A«sociUion Jiome for the incicispdj 
numl r ot 
om"less -\otngwompn 
Ihis 


dn s K 
nped to oo pioxccl fo- we all 1 


ulmit it 
VVv not mike 10111 contri . 


b ition beiore you are solieited towards, 
this worthy and urgent cause' 
I lease I 
send vnur subscription to flip Piesldent 
Mrs 
J 
B Richaidson Piedmont C ill- 


""n'3 
HENRI B MOWBRVT 
Asst Pastor Fret Cong 1 Chuich 


LOS ANGELLS Marc i 28—Charg- 


ing that <=he was forced to oljoqse be 
tvveen Becoming a bride Oi being shot. 
JIrs Caiollne & 
Smeflley vesterdai 


orought suit for the annulment of her 
man iag> to J Frank Smedlej 
She 


rlaim-j he threatened her ivlth a 16- 
\ j h ° r and rnaiie her 
piartj 
Mm 


though sho WUb engased to another 
man In Philadeloh'a 
Smedley ib coi- 


testing her suit, ana lie declares It 
was she and not he \\ho Insisted up- 
on marriage t«o ^ eeks alter tljey met 
and that she repeatedly told him he 
was the onlv man she evei loved Thp 
cast !«. a puz/le for the court and Is 
likelj to m\ol\c pfiutj thatgcs 


^^rs Stnedle- came heie 
L 3 eai ago 


f i om Chester Pa 
and vi as met at the 


depot by Smedley foi his mother S'ie 
elamv? IIP took hei to his mothers 
house 
where she had engaged room 


and boanl and a week latei told h«i 
she had to marry him 
Thp marriage 


took plac» in a church anil Mis Smea- 
lev «a& isfcpfl oy the couit whether 
she objected 


NTo 
she 'pplied 
I was eav\ An\ 


one could m«.k<? m 
dn things- but no- 


bods eve*- tr'ed except Mr Smealej 


REGALS 


FOR EASTER 


Ready today. 
Its the 


easiest thi~g imaginable for 
you to select your Easter 


Regals — because there's a Regal 
style for everyone's taate A Regal 
fit for every foot, too—quarter' 
sizes take care of tnat 


Regal Shoes are famous the world 


over for their splendid custom 
style—srnply because Regals are 
exact duplicates of the newest and 
most fashionable custom models 
designed here and abroad, and be- 
cause the most cxpc-t hand-work - 
mansh'p and fiiest quality of shoe- 
materials are put <nto every pair 


Ask for the Regal Spec.fi- 


cations Tag—oar signed 
guarantee of the quality 
of material in every pa'r //*^> 
of Regal Snocs. 
// ^ 


Quarter-Sizes! /' 


Se"4 tcr Style Book 
fl 


MM1 O dors Promptly Filled 
U 


L"r£C" retail ahce bus - 
J ^^^^^^ 
neai in the world Store3 
in principal cities iroTi 
Lcni - aC_ir --c sco 


OAKLAND 


MEN'S STORE 
V i O M E N S 


22 San Pablo Ave 
22 San 


1217 
Broadway 
1217 


3a50 FOR MEN AND WOMEN $4.00 


SAN FRANCISCO—MEN S STORES 
Phelan Building 780 Market St 
1400 Van Ness Ave 
corner Buih St 


WOMEN'S STORES 
Phelan Building 780 Market St 
1400 Van Ness Ave 
corner Bush £>t 


Nothing Nobbier 
than Moran's Suits 


Gee! 
But we Oaklanders ought, to 


swell up with pride. 
We've built up 


such a big, prosperous c/fy that we look 
good to the entire state—everybody wants 
to come here. 


So much the better—the more the mer- 


rier. 


Moran's Spring Suits are stylish and 


attractive enough to maintain the leader- 
ship they have enjoyed since the days 
when Oakland was a municipal youth. 
15.00, $17.50 


$20 and fo $45 


Same Old Corner 


llth and Broadway 


Richmond Residents Are Against 


Improvements.—Meeting of 


Board of Trustees. 


RICHMOND March 25 -lite action o 
the Board of Trustees which was taken 
se-veral we»ksaso to sUrt Erndlne and 
sticct improvement on Potrero and Santa 
e avenues, met with a declfled rebutt a 
the meeting of the council last evening 
Evidently the people along these thor 
ought lies want no tmpiw ements 
fo 
they woie In attendance at the mceuni 
la°i» night In numbers and presented i 
well signed petition to the board 
re 
guessing that the> defe- a-lion and re 
c't'is their opposition to thn plan o 
e adinff thtsc streets' 
No action wa 
taker on UK petition la-=t oienlns by th 
board exfpt thrt it was concluded.! 
moet »M« the inter»st«l citizens, at som 
later tltnc mutually xgroed upon 
At the meeting last e%emne roll ca 


found al m< mbers of tha board presen 
Minutes of the pro iousf meeting wci 
lead and fip™o\cd 
Engineer compto 
was piosent and reported on progress be 
• -4 n idi- in his department 
trustee C-ulckshank rtported that I 


h id learner1 thit a garb \g(. man »as 
dumping 
he citj h rcfube in oie wrong 


plxco 
llic marslial was instructed to 


iuv<stlga'«- the °ame 
'Odinnnce No 30 rpfculatine the width 
of sidewalks 
the mitulal from which 


thi> 
shnll bo built 
ana praUJtng 
f>ll 
si edficationb was given its stcona reaa- 
inj ani adopted as re id 


AVOID PAYMENT 


Ihe matter of the ciuirn against the 


county toi the amount due the citj on 
the former s share in the conitruction 
of tue citj )ail was rthabilitated 
Upon 
the completion of the jail the Boiid Oc 
Superusi/rs hud agreed to pay the su-n 
of JoOO thnt thcv might ha\e occasion 1 
UbC of the 
imn In keeping prUoneia 
therein 
rhii 
th<} 
ha\e 
per'-lstt nl> 


avoided doing 
To bring the imident to 


•\ head the board of llustces determined 
last nlnht to turn all papers In con 
npcfion with the case to the city attor 
monc\ 
Bebolution of Intention Ivo 10 decUr 
ing it to be the intent of the board to 
glade and nmcad-unize Standard a\enue 
from the foot of Washington street to 
the Standaid Oil reflntr> wis lead ind 
on motion adopted* 
Resolutions Ivos 5 and 7 regulating the 


construction of sewer laterals on the east 
side weie read uiO adopted 
Liquor liccn&es were granted Johnsor 


& 
Sunbeck 
Sa\ lo 
&. Magslon. 
and 


Hemj Sirrenbrrs 
In the matter of the application of John 


Widmin foi a liquor lleense permission 
was g^ai ted for one week 


IS 
RESCINDED 


A reso ution providing for the r°scind 
ing of resolution of intention No 
3 


which declared lor the establishing o 
sldewilk giades on Standard avenue wa:> 
idoptid 
The board found that it was 


impossible to secure, work done on s- 
sm ill a contract 
> 
On motion of Trustee 
Cruickshank 
the marslnl was instructed to dig up th 
hvdrant on Scenie road 
For the benefit of the school children 
who atu nd the Tenth street school the 
board ordered a crosswalk put in on 
Tenth street ind Micdonald avenue and 
a thiee foot walk built from Mticdonald 
avenue down Tenth street, to the school 
building 
HIP city clerk was tnstru< ted to pur- 
chase a cabinet and cards for Index to 
the tax roll 
All cliims agiinit the cltvywcre or 
dered piid and the board adjourned 


The O ikland district of the California 


Methodist confeience held one of the 
3"rias of meetings which a-c oeins he'd 
rnroughout the disU'ct at R elinotid to 
Jny feomo of the ablest 
apeaAe s In 
tl e district wtr*1 present an 
nan's alKs 


on n iw lonnry subjects and a 1 i»*ge at- 
ttndanee wa> on nand 


Point R cl-mond Aerie No "54, T 
E 
1 eld a \ery enjoyable 
smok-^i 
Maple hall last evening 
Five h-indnd 


invitations n id been extended to friends 
of the orJer and these together wit1! 
th large membership 
filled the hall to 
o\erflowing and those who attended were 
rovaiij entertained 


Frank Hawking, who was convicted 
of battery upon the person of Fred West 
was >esterdaj 
sentenced to pay a fine 


of $75 for the offense by Judge Kennon 
The ateorney foi the defendant served 
notice of the appeal of the cabe 


* * * 
j 
Four Italian peddlers were haled into 
the Clt> Recoiders court jesterday morn 
ing and chirged with peddling without a 
license 
Judge Kennon caused them to 
contribute $10 each to the city. 
• * • 


Mr and Mrs Frank Adams entertained 
a party of friends at their pleasant 
Tenth street home last evening 
Dupl] 
catc whist w is the game of the *hour, 
and the play wag spirited and corre- 
spondingly enjoyable 
Mrs 
Harr> 
Ad 
klson won the honors for the ladies and 
v, is awarded n handsome w'ater color 
•spiay of roses while A F 
Hortsman 
captured the erentlemen s prize of a pack 
Of plaving cards 
Splendid refreshments 


w ere ser\ ed bj the hostess and the af- 
fair was a most enjoyable one 
Those 
present were 
Messrs 
and Mesdames 


H 
Adkinson 
A 
F 
Hortsman 
C 
V^ 
Jenkins S F Jenkins R McCrea W 
H M irsh F E Adams, Mrs Richard 
son Mrs Downs 


* 
Always Keeps Chamberlain's Cough 


Remedy in HI* Home 


• WP would not be without Chamber 
lain s Cough Remedy 
It is kept on hand 
continually In our home 
says W 
^\ 
Kearney, editor of the Independent, Low- 
r> City Mo 
That is just what e\en 


familj should do 
When kept at h ind 
readv for instant use a cold mav be 
checked at the outset and cured In much 
less time than after It has become set- 
tled in the system 
This remedy la also 
without a peer for croup in children and 
will prevent the attack when gl\en at 
soon is the child becomes hoarse or even 
aftei the croupy coUgh appears, whleh 
can only be done when the remedy Is kept 
at hind 
For sale by 
Osgrood Bros 
Broadway corner of Seventh, and "Wa*h 
ington corner of Twelfth 
SEVENTY-FIVE 


IN "FREE LANCE" CAST 


W 


HEN a magazine offers SaS00-00 in pnzes 


for the best five cover designs vthat can be 
produced; when over 5.000 drawings and 


paintings, many of them by world-famed artists, are 
entered in this battle royal; and when such critics as 
Sir Purdon Clarke and Will Low give of their time and 
their genius to sit in judgment on these 5,000 designs, 
it is a pretty safe guess that the public—the magazine 
reading public—is going to have a treat for many 
months to come; but die treat won't stop with the 
covers.' It's the inside pages of the 
/ 


WOMAN'S HOME 
COM«BA^ION 


that will play the star part in the entertaining, 


' 
Fiction that absorbs, articles that are able, and 


departments that help,.will always be the reason why 
the WOMAN'S HOME COMPANION holds its 
audiente 
an audience in each one of 600,000 house- 


holds. 


The WOMAN'S HOME COMPANION, in this 


its thirtieth year, resembles no more the WOMAN'S 
HOME COMPANION of past years than the earth 
resembles its former self in the glacial period. 


Ten cents is a small risk. 
Suppose you in- 


vestigate. 


Ask your newsdealer for the April number now 


on sale. 


AMUSEMENTS. 


Chu F 


Week 
Saving Cou 
the Boys' Shop 


FRBAM 


ARRIVAL* 


Of 


CHOICE 


Macdonough Theater 


Phone Oakland CT 


H*1I. 
Sole Prop and Manager 


TONIGHT, TOMORROW NIGHT, 


SATURDAY and SUNDAY 


NISHT. 
Matinee* Saturday and Sunday 
Kla'v S. Erlaneer present the 


SOUSA OPERA CO. 


WITH JOS CAWTHORN 
In Sousa. * Smiths Military 
Comic Opera, 


THE FREE LANCE 
PRICES 


NlBht .. .. 
50e, Tie, *1 00, $1 M, «JO 


Matinee 
50c- Tie. *1 «. *' 
Next Attraction—April 1 2 3 


"Mn Wljo« if tfe* Cabbage Pitch ' 


AMUSEMENTS. 


Our unusual offer will appeal to 


economical mother*. 


Boys' Knee Pants 


at 25c 


)• our special for this week. 


The Boys* £hop 


TRIBUNE COURpN 
DATED MARCH ?9th. 1907. 


\Thf Sousa. Opera Company appears al 
th^ Mv*donou£h theater tomorrow night. 
Saturday and Sunday nlsht^, with Klaw 
& I^rlanser s prejselfEation of the 
March 
King's 
latest and beat comic opera 
production, ' The Free Lance ' We -ire 
promised not alone a feast of that stir- 
ring swinging rythrnic and harmonious 
music which has placed John Philip 
Sousit at the head and front of all com- 
posers in his class in this tountrr to- 
day but the best libretto ojt real comic 
opera that has been written by an Ameri- 
can librettist slrice "Robin Hood " and 
Harry B Smith the author of the latte-. 
Is also sponsoi of "Ttie Free Lance," 
wfylch is termed a military conuc opera. 
m two acts 
Joseph Cawthorn so well 
known locally as one of the best cornlc 
opera comedians, is the stellar feature 
of the cast and has been provided with 
a character eminently fitted to show off 
his humorous personality to the utmost. 1 
The principal characters are .issumed by I 
Nella Bergen, AJb»rt Hart 
jcanettc 
Lowrte, George •'allman, Stanley Mtu- 
phy and Georgre Schiller 
A singing en- 
senmble of seventy-fire accompanies tie 
production^ 


The above coupon and 25e will 


entitle you to any pair of our f«- 
mou* Tweed or Home Spun Knee 
Pants valued at 50c. Sizee 5 to 16 
years. They come in « variety of 
dewrable patterns. 
The Boys' Shop 


NEVER EXAG8ERATES 


Washington St, Cor. 10th 


Coupons good only on date issued. 


Playhouse', 


Direction at R. W BMMf 
Phew O«k n 


Free Art 


Exhibit 


The historical maiterpiece by the 
eminent artist 


/Tstlev D. M. Cooper 


The Precipice 


of life 


At The Care," 47311th 


SUNDAY, MARCH 11. 


On exhibition by urgent request 
Business entirely suspended for 


the entire day to allow the ladle* 
and es<orts to see this grand otl 
paintlnt' 
\ „ 


Tonight and all this week th* mac- 
livt production of 


"IN ARKANSAW 
The Successful Comedy Drama foj 
Harry D Cottrell 


'RICES 
25c 60c 
Matinees Saturday and Sundaj 


75c 


TDOBAPABK 


§r OPERA HOUSE.' 


Direction R W. Btshea. 


THE NOVELTY 


The Theater Beautiful 


•r»«4way. **. 11th andia* Ctt. 
Phon* OaKlan* fWfc 


OAKLAND'* UKADINO VAUDKVIt.l.« 


The Novelty TheaUr C*. Cine). *r<» 


Tony LubeUkl, -—"--• 
. 
Contlnuo'i* Performances Every After- 
noon and Evening 
Afternoon* 1 « to C o'cteci, EveBtags, 


7 16 to 11 IS o'clock. 


Every Evenlr* 
Matinees Saturday 


and Sundaj 
The Beautiful Comic Opera 
"HANON " 


Sung by the best light opera company 


In America 


Reserved Sea's 50c and J'ic Including 
admission to the Park and the BIS 


SK-VTIJCG, 


Next Ooera 
WANQ 


Affmat«l with t h e " 
- 
largest circuit of vaudeville thesten km 
the worM. 
8TH ST. 
THEATER 


NEAR BROADWAY. 
High Class Vaudeville. 


Eight New Acts Weekly. _ 
Matinee Dally at X 10, Evening. T 1C. 


I SO and t M 


Entire Change of Program WeeMr. 


S. HADJI. Manager 


LAKESIDE 
RUM 


1«h «t, between Wetatar and M«ir(-.«« 


TONIGHT—Soeelal attraction ^ 
THUMUAY MIGHT—Potato MM 
CHILOflKN—Admission and «kate* Cat- 


uroU- Morntnc and Afternoon 29 cent* 


LONDON MARKET IS 


DULL BUT FIRMER 


LONDON, March 48—AlthOTinh Pricea 


upor the stock exchange opened with « 
generally firm tendency, little or no bnf 1- 
ness was transacted, M about bait of 
the members went away for their holi- 
day before noon. 


HE AIDS 


213 Bacon Block.'Oaklamd 


AXD 


1451 Franklin St.. S. F. 


Expert Instructors IB all CbrBmereUl 


'Shorfhuiia u 


Charity Carnival 


April 1,1907 


8 p. m. 


LibertyThcater|<>a^5^fSl255 


BOWL INQ 


oerttea. 


Scv** mtttrn, tally ••uiMMkl •Jtoy* 


—mttur* fw UwJiefc •>«aisl imtn r«r 


4lfey» 


fW THIKT^CNTH »T, 


Under the auspices of tfce Ladles' Re- 
lief Society of Oakland. Proceeds to 
be used tor 


Rebuilding 


Children's Home 
Tick*** •* «al« «t Liberty Th«at«c 


California Jockey Ctafr 


comment* at I-*» • « . e>«t 
THOMAS B. Wn<J«M» PissHm. 
After the Show 


BELL THEATER 


Pragram WMk e* Marcti a, 1«9T. 


New Tor* Travesty Compaar. M In 
number presenting the musical canted). 
The New Landlord" 
PoOr and Btbd Kuel in ~X Ptak T«« " 
kflteheU A Lore, rapid flra eomasHa.ua. 
Herkert J»e*em». expert eartotmlW- 
Kedy and B«M. trick MertM rtders. 
Two reela of saatton ptensy. 
' «•—« Md » s«M> 


ken ar ImaarUd 


Pabst Cafe 


kestaurant and 


Family Resort 


OAXLAKD TKLBUNJ£- 
MARCH «. 1MT 


A 
^" 
-^^-^^mmm^^—^^^mfm 


iSpring Suitsl 
I for Young America 
I 
If You Buy Your Boy's Clothes at 


Keller's You Won't Have to Buy so 
Often. 
^ 


It's a sort of tug of war between a boy and his clothes 
all the time—with the odds in favor of the boy. 


Our kind of clothes even up 
matters a good deal. 
They 


are built from fabrics famous 
for their iron-like wear—and 
they are built extra strong to 
stand the strenuous stunts of 
active youngsters. 
The manly little chap at the 
left is wearing one of 
Keller's Famous 


Norfolk Suits. 
YOUR boy will be a picture in 
one of them—a picture of pride 
to himself and of affectionate 
vanity to you. 
We could easily sell these suits 
for $6 50—but our policy of 
sharing our lucky purchases with 
customers forbids us asking all 
they would bring. 


THE BEST STORE FOR *EN AND BOYS 


1157-1159 Washington Street, Oakland 


Jury Returns Verdict 
Against 


- Italians Accused of Defraud- 


ing Countryman 


$18,000 Stock of Musical 


Merchandise To Be 


Sold at Once, 


We find both the defendants guilt 


as chir^d in the Information 
was th 


verdict retmned last night by the Jur 
nhlch Ii3ten»d seveial dajs to the test! 
mony In the alleged bunco "ame said t 
have befn placed tn Pletro Scroplzl an 
Gufseppe on Piul BItiello by which th 
latter pir ed with $720 


The Italians were accused of na'Un; 


pissed a package of Iron washers an< 
Confederate bit's oft to B nello for hi 
package of monej 
the sa Ing of a life 


time 
It was claimed ny the defens 


yeeterdaj 
In closing their case that 
< 


cird gam» had been plajeo. by whlcl 
Blnello wia as guilty as the defendant 
when it came down to a bunco game 


Depute District Attorney John 1> Mo 
Ve\ prosecuted the case 
The defend 
ants attorneys intend to c«rr> the casi 
to a hlghar court 


Peculiar Case Heard by Jury, Ma- 


jority of Which Was For 


Acquittal. 


L.OS ANGEOJES, March 
28—The 


Jury In the "William Proper 
murder 


case todav disagreed and 
"vas dis- 


charged 
They stood 8 for acquittal 


and 4 for conviction for manslaughter 


The case tvas a peculiar one Proper 


was accused of shooting 
to 
death 


George Spelce on the night of January 
19 
Spelce in. his dying 
statement 


said Proper tried to hold him up and 
finally shot him 
Proper said he was 


acting as night •watchman, when Spelce 
attacked and cut htm with a knife 
and that (he fired and killed the latter 
In self-defense 
Both stories were par- 


tially corroborated. 
Proper 
T\1U J)e 


tried again 


Fifty dolHrs worth of furniture for $1 
a week at the Jackson Furniture Co, 510 
Twelfth street Oakland 


Whj don t you fix up that empty room 
and rent if 
$oO worth of furniture for 
$1 a week at 
Jackson s 619 Twelfth 
street, Oakland- . - * 
- 


Dealers, Attention! 


You Have an Idea 
of 
Great 


Value! 


Doubtless jou have an idea that is 


,AluabIe as a postal card to ad\ertise 
jour business 
The cleverest 
most 


original artist on the coast is now con 
nected with THE TRIBUNE art de- 
partment 
His wotk has Tvon national 
renown 
Any idea jou ma> have TV ill 
be eoirectlj drawn to jour satisfac- 
ttynTHE TRIBUNE Sth and Franklin 


You Need It 


Onlj one put outibiee 1902 Order 


now as only a fen wtfr be printed The 
official map of Alamada county as 
designed by the County 
Survejor 


Send orders In writing to Business 
Manager THE TRIBUNE, Eighth ana 
franklin. 


The H Hauschltdt Music Company 


o£ Ilo9 Franklin street have Just pur- 
chased for cash the entire stock of 
musical instruments of 
the 
Osborr 


Conservatory of Music consisting of 
se-veral slightly vBsd upright 
pianos 


which were used in connection with 


! their teaching department 
150 man- 
1 dollns 105 disc talking machines 100 


violins 
7o banjos, 128 guitars 
200 
accordions cornets music rolls cases 
etc 
This immense stock will have to 
be sold at once in Older to make room 
for our regular stock now en route 
fiom the factory, and in order to ac- 
complish this we are going to offer the 
public the benefit of our extraordinat y 
purchase which we were able to make 
bj paying spot cash for the goods 


Watch for tomorrow s advertisement 
and note the prices at which we are 
going 1o sell these goods 
They w ill 
surprise you 
H. Hauschildt Music Co. 


1159 
FRANKLIN ST. 
* 
_ 


BEFORE THE JUDGE, 


He was arrested and brought before 
Judge Smith 


When his case was called the judge 


said to him "You are accused 
of 
knocking a man down on the street 
Are jou guilty or not guilty'' 
"Guilty your honor 
What did you do it for'1 
' Why judge he was one of them 
fools that look one way and walk the 
other and he run a.gin me 


'Discharged 
said the Judge 


TIMOTHY HAY 


FOR OVER SIXTY YEARS 


An Old and Well Tried Remedy 


MRS. WlNStOWS SOOTHING SYRUP 


hM been nied by nill»n of motheri f.r tW children 
while teelhint. with perfect MCCCM ll wfteni [he Jllmj. 
•Ihwpira, cure, wind coke, ind u the be>t remedy for 
dtrrtea 
Sold by Drutmli Be sun and ask for 


Mrs. Winslow's Soothing Syrup 


Guaranteed under the rood and Dtupi 
Act Juwjo, 1904. scml number icgt 


I have been asked 


the difference between 
a misfortune and a ca-, 
iamltj 
That Is easj 


It is a misfortune not 
to know Lehnhardt—it 
would be a calamity 
not 
to 
have 
Lehn- 


h a r d t 
Misfortunes 


never 
come 
singly— 


calamities usually do 
San Francisco suffers 
from a great mlsfor 
,_ 
tune but It would bo a calamity not 
to have Heney and Burns The earth- 
quake was a misfortune to many 
but a blessing to others We will all 
be the better for it In a few years 
Now 
T\hat preparations have you 
made 
for 
Baster 
entertainments? 
Have you talked to Lehn' 


SEEN 
LEHNHARDT S 
DISPLAY; 


OF EASTER SOUVENIRS? 
DON'T 


MISS IT. 
Lehmhardt's 


1159 
BROADWAY. 


WANTED 


BRIGHT GIRL 


about 16 


For the Postal Card 


Department; in 


Osgoods' Drug Store 


Twelfth and Washington Stt 


Apply Room 271, Bacon Block 


MSIM.J.KEUER CO. 1159 
THE BIG STORE WITH 
THE LITTLE RENT AND 
THE BEST VALUES 


the' sSam?ceia,m ^B u? 
pa'd t^n veai 
Keller's fs not 


*** P03sessed 


* 


sense of 


The KeHer store 
its values are 


ThPv 


« lT £ "I i 
mafhle°s7 


isn> ' the shadow °f a doubt about ^ We know that the ° ther store8 make Poetically 
no °th<" house in our line. Listen! We are paying the same low rent today that we 


M 
to 
give ^ more for y°ur moaey than ***«* anywhere else-and we do. Then 
Merchandise featmes are always foremost 
Brilliant and Spectacular decorations are costly. They 


' 0u practical and c°nservative methoSa of store management are not intended to appeal to 
with your ideaa of economy- Many houses indulge in theatric effects at your expense. 


for th« ™lfare and c°mf°* of cuftomers^But 
. , 


**' 
s 


Where We Stand 


On the Ready-for-Service 


Clothing Question 


About six months ago we planned to lift our clothing business to a new 


plane of excellence. 
We had been furnishing clothing quite a bit better 


than most stores were selling. But it didn't quite measure up to the stand- 
ard we had set. Now it does. Now the Keller ready-to-wear Suits and 
Overcoats are so nearly perfect that the only thing the best custom tailors 
in the land could add to thorn would be price. 


Suits and 
J«.00 */* 577.50 


Overcoats 
to *37 


Kef/el's *15 °° Suits and Overcoats 


Are in a Class by themselves 


The other stores don't—can't—sell equally good suits and overcoats for 


less than $20.00 or $22 50. Either their rents are too high—their store ex- 
penses too costly—or their business too small. Why not save that $5 or $7.50? 


The Old Hat with that New Easter Suit? 


_ 
Never' It will make a discoid and spoil the whole effect. Won't do at all. This is "sprucine im" 


time— spruce up all over or not at all. 
The Kellei store is headquarters for hats. We have the largest 


stock of hats— the greatest variety of hats-the best hats— the snappiest styled hats— and the best values 
in hats to be found in the city. This is fact— not brag. Come and let us prove it. 


c* n/^H ?wittL5?c/^£s5'e for fhe Keller $2'50 Hats-the Hawes $3.00 Hats-the Young 
W.OOHals--the Miller $5.00 Hats-and in addition to these matchless values we carry in stock 
the choicest styles of all other leading manufacturers. 


Our hat men we experts. They know how to fit your face and figure a« well as vour head, fancy and 


purse. A baiely discernable vaiiation in brim or crown alone makes all the difference between the right 
hat and the wrong one for your face and figure 


«* 


Smart New Haberdashery for Easter 
LriVSa= Ss :^^^^&^^- 


Neckwear 


Our Unequaled 50c Line 


The very newest shapes in a vai- 
iety of designs and colorings that 
suggests the glowing changeful- 
ness of a kaleidoscope. 
As full 


of beauty as one of our world fa- 
mous California sunsets. 
The 


best ties we ever of- 
fered for the money. 
And that's very great 
praise, we assure you. 


Swell Shirts 


Our Unrivaled $1.50 Line 


Golfs, stiff bosoms and negligees 
Almost bewildering variety of 
pretty new patterns. The Keller 
quality-that means they are the 
most comfortable fitting, longest 
wearing and most satisfactory 
shirts that mod- 
ern machinery 
and more than 
thirty year,s of 
experience can produce. 
$1.50 


are 
ask 


Fancy Hose 


Our Unapprochable 50c Line 
The Frenchiest of novelties, also 
more demure effect?. The colors 
are cleai, pure, fast, and even the 
most vivid combinations among 
them will not disturb your notion 
of harmony. Very artistic to wear 
with low shoes. The 
styles are confined to 
us and you cannot find 
them elsewhere. 


Fancy Vests 


Snappy Styles, Pleasing Prices 
Fancy vests haven't lost an iota 
of their popularity. In fact they 
will be more widely worn this 
season than ever before. We 
have a big and splendid collec- 
tion at prices ranging from $1.50 
to $5.00. We ire justly proud of 
our stunning and ^ 
exclusive^ high CJC /Iff 
art novelties at t^^*\/l/ 


These are the last days 
of Keller's great sale of 
M e n ' s 
$5 00, C 


$4 00 and $3 50 ** 
shoes for . . . 
Better come this week 
—assortments are get- 
ting 
pretty 
badly 


broken 


WE 
»KVE 
THE 
BEST 
UNDERWEAR 
VALUES IN OAKLAND 


KELLER BUILDING 


1157-1159 mSHIHGTON STREET, OAKLAND 


These are the last daj s 
of Keller's great sale of 
Hen's 
$500,C 
$350 3 


f*00 and 
shoes for. 
l!etter come this week 
—assortments are get- 
ttuf 
pretty 
badly 


broken. ii 
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nother Good One 


Half a city block improved with new buildings, all rented. Splendid water plant. 
Income somewhat less than two thousand dollars a month. 


You cannot find anything to equal this in all Oakland. 
A volume of facts, at hand, to back 


up our statement. 
Not much need to say more here. 


Step into our office—it will take but a few minutes to show you convincing proofs that it is a 
remarkable investment beyond all question of a doubt. 


$7,500 


IN BERKELEY 


In swell residence section of the 
"coming 


capital city," Berkeley; located m the Berry Bangs 
tract, within a few feet of Telegraph avenue, seven 
blocks south of the university grounds. 
Attrac- 


tively situated, charming scenery—«n clear 
or 


cloudy days Golden Gate, Alameda and San-Rafael 
can be seen in the distance. 


Building restrictions require all houses to be built 


no nearer nor farther back than 25 feet from the 
sidewalks. 


The 9-room house is just bung finished—modern 


to the smallest detail—dining room and halls panel- 
led; open fireplaces, open plumbing, concrete 
foundation. 


Lot 40x136 feet. 
A very beautiful home. 


$3,600 


$15,000 


Income $140 a Month 


Large grounds 100 by 135 feet, improved with 
4 new, modern homes of 6 rooms—rental 
amount to $ 140 a month. A fine corner that 
gets the sun all day. 


A safe, sure and "growing" investment. Offers 


like this are soon taken. Full information gladly 
given at our office. 


$12,000 


In the "Heart* of Berkeley 


Exti-a large lot 65byl30 feet (note the wide 


frontage). 


Six-flat building paying almost £150 


month—witk a slight improvement could be 
made to pay $200 a month easily. $5,250 


mortgage can stand. 


On Eighth street one block from S P. local sta- 


tion; 2-story home of 7 rooms m good condition. 
We think this a very good little investment. Ask 
us about it anyway 


$4,500 


IjMSold before April 1 


$4,300 


Between Grove and Telegraph, this 


side of 26th street. 
Thirty-five 
feet 


frontage. 
House of 8 rooms, arranged 


in two flats. Will easily bring $47.50 
a month 
The price is $4500— if taken 


before Apnl 1st will accept $4300. 


On the Side Hill 


i 
$7,500 


A charming side-hill home on a large corner 


overlooking the hills Two wide frontages—60 feet 
on one side and 50 feet on the other. Stone ap- 
proaches and retaining walls. 


New, modern, three-story house of nine rooms, 


porcelain bath, two toilets, gas and electricity. Cer- 
tainly a swell home. To appreciate it one must see 
the interior. Terraced lot 


On car line—about ten minutes ride to 12th and 


Broadway. 


Leased for 10 Years 
at $55 a Month 


One store with 4 rooms 


above, bakery in rear. Cor- 
ner location. Tenants pay 
for all repaiis. $165 cash 
to secure last three months 
rent on the lease goes to the 
purchaser. _ 
SPECIAL 


$5,500 
Worth $6,000 


Extra large lot 60x1 '60 ft. 


Splendid 2-story house of 8 
rooms, bath, gas and electric- 
ity. One block to car line. 
About 10 minutes ride to 
1 2th street and Broadway. 


$4.750 


Income $45 a month 


Near Grove street, this side of 33d 


street, an attractive home of 6 rooms and 
bath; strictly first-class and modern in 
all appointments; hardwood 
floors; a 


swell little home on the north side of 
the street; driveway to barn in rear; lot 
30x100 feet. 


$1700 mortgage runs 6 years. 
Property pictured above. 
$L600Cash 


will give you possession of a fine 2-story, 
8-room home in the choicest residence 
district in Alameda; 110 feet from the 
water's edge, overlooking San Francisco 
bay. Lot 40x125 feet. 


This property is surrounded by beauti- 


ful homes and enchanting scenery. 


Five blocks from the High School and 


four blocks from grammar schools. 


Price $4260—$1600 cash and balance on 


easy monthly payments of $35.75, includ- 
ing interest and taxes. This is less than 
it could be rented by the month. A tip- 
top little investment Why not look it 
up at once? 


$850 


IN BERKELEY 


Two blocks from San Pablo car line. 


Large lot 40 by 120 feet $525 cash, bal- 
ance $ff a month. Payments are so easy 
—some one will take it quickly—better 
hurry. 


$3,750 


On Oakland avenue, dose in, thirty- 


foot frontage. House of 6 rooms and 
bath; redwood, natural finish; paneled 
dining room; open fireplace. 


$1600 mortgage can stand. 


$6,500 


Extra large lot 65 by 126 feet in the 


beautiful Adams' tract overlooking Lake 
Merritt. The only corner for sale on 
Grand avenue. 


A charming building site; not a pret- 


tier spot anywhere. 


$6,250 


Mutt be cold at once. In the finest 


residence section of the city, but a few 
minutes walk down-town. A swell home 
of 7 rooms. Frontage of 30 feet 
Ac- 


tually worth $1000 more than price asked, 


luy it and let us sell it for you and you 
ake a nice profit. 
Property pictured above. 


$1,150 


Lot 36 by 132 feet on Chestnut street, 


close in. Only vacant lot in this, block. 
One block front car line. No other va- 
cant property in this locality can be se- 
cured for less titan $40 a foot. 


All new, good class homes in this sec- 


tion of the city. 


Buy it for $1160 and let us sell it again 


and make you $860. 


$4,400 


Near Grove street, close in; large, high 


terraced lot, 60x100 feet 
Beautiful date 


taltns and mock orange trees add greatly 
o the beauty and value of the property. 
a a very fine neighborhood. 


A splendid home of 7 rooms, bath, gas 


and electricity. 


Will accept a $2600 mortgage. 


$3,100 


IN BERKELEY 


Near S. P. local station, 7 0 


room house, 7 foot basement; 
large lot 50*135 feet. 
A 


splendid little investment, 


$1,500 mortgage can re- 


main. 


It's not so much what you 


pay as what you get 


The name of M. T. Mi 


ney Co. back of an invest- 
ment means protection to the 
buyer. 


It 
.THURSDAY EVENING, 


THE 
TRIBUNE'S 


""" 
" 
' ' " 
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EXPRESSIONS 
OF A BOXING 
fAJY Af A COAfTESr 


! « » « » « • 


CONTRACTORS ARE GETTING 


FREEMAN'S PARK IN SHAPE 


President Walter of the Oakland Club 


Completes Arrangements for Opening 


Here—Eli Cafes at Santa Barbara. 


By T. P. MAGILLIGAN. 


Baseball Is assured 
for 
Oakland. 


This much Is certain. Already Presi- 
dent Walter has his contractors on the 
job at Freeman's Park, and ever} thing 
•will be In readiness to entertain the 
ball players and fans 5 hen the sca- 
ns -alien 
ning* roll 
eon's scheduled ope 


The old bleachers which did duty at 
Idora Park will be re-established at 
Freeman's Park, and there is every In- 
dication that these poor old boards 
iwill not be as lonesome as they some- 
times have been at Idora. 


The fund which was gotten up for 


the retention of baseball In this city 
is growing and the committee of three 
expect to swell It considerably 
the 


coming week 
The up-to-date mer- 


chants of the city who have been ap- 
proached have come through gener- 
ously, and it is to their public spirit 
and the efforts of President Ed Wal- 
ter that the fans will owe their base- 
ball trsat the coming summer. 


The old Freeman Park grounds were 


ft bit shy, but Mr Walter has reme- 
died this by securing an additional 
sixty feet of ground all along the left 
field. This will make the plaving field 
Sufficiently large and will aftord the 
gruardian of the left terrace opportun- 
ity for .displaying his fielding -skill. In 
the old days of Freeman's Park the 
left field fence was a bit close, and 
too many hits went out of the lot at 
this end of the grounds, but with the 
additional sbty feet the grounds will 
be sufficiently large for all playing 
purposes. 


President Walter Is well 
pleased 


with the work of the boosters so far 
as It has progressed, and is in hopes 
that the good work will be carried on 
That the fans will support baseball 
here this summer is assured. 
They 


» ' are already hungry for the sport, and 


would attend ir a large volume were 
the season to open tomorrow. 
* * » 


GATES ARRIVES. 


After a tedious journey 
overland, 


which consumed ten dajs of his -valu- 
able time, Eli Gates has finally arrived 
at Santa Barbara 
Reports have it 


• that Cates is In good shape and will 
not require very much training to put 
him In shape. 


Eli says his trip from old Kansas 


City, Mo., to flourishing Santa Barbara 
•was- one of top-heavy incidents "The 
train was flood bound the entire dis- 
tance," avers Cates 


Billy Reldy declares that Cates walk- 
ed from K C , so that he vi ould be in 
shape for the opening game 
At anv 
rate the fans are pleased to '.earn that 
the demon "no hit" pitcher has finally 
.arrived. 


Cates held out for quite a time, but 
finally consented to sign up 


The addition of Cates to the pitching 
force of the Oakland team completes 
the line-up'Of the Commuters. 
The 
players are all in the fold now, work- 
Ing nicely, and from accounts will give 


astic over the new pitcher, Wright. 
Van says that the Three I League re- 
ciuit has fchown plenty of speed and 


TP HE pretty spectacle of a woman a 
•* 
a ringside combat in which he 
husband was one of the glaflia 


tcrs greeted the blood lecherous eye. 


a iiklng for the work, which are both Dieamland p.u lion 
good traits In the newcomar. Blgble the other evening. 


of some thousands of 


In 


a good account of themselves on the 
diamond this season 
* 
« * 


DEVEREAJJX ON DECK. 


The pepperv Bill Devoreaux Is show- 


ing fine form at the tramin'g camp and 
Is keeping the bojs, in good spult 
BUI sends them 
all 
away laughing 


after the gamp, and his genial good 
nature and aoundant flow of wit help- 
ed to smooth over the early rough P v lew 
places In the training 
jplavers. 


Is also showing up well 
and 
the 


chances are that he will be the man 


.s around, to attend to the first coiner of the 


teams defense 
Randolph is showing 


mid-season form, and the rest of the 
tw irlers are doing nice work 
Hogan 


has shown improvement and should 
be a valuable asset the coming season. 
He Is showing his usual speed, and his 
curves are as wide and hooplike as 
they used to be. He's tn earnest about 
the team's success this season 
and 


Happy will do all in his power to put 
Oakland in the van and keep It there 
the entire campaign. 


* 
* * 


Now that home baseball is an as- 


sured fact, it behooves the home fan 
to get out and do some whooping foi 
the Oakland team 


* • * 


A knocker is a person who would 


not be satisfied if he owned the earth 
if anyone else had a proprletory In- 
'erest in a piece of the moon 


* 
* * 


Danny Murphy is playing brilliantly 


in the preliminary games 
He is de- 


termined to wipe out the poor Impres- 
sion his queer actions created last sea- 
m. 
* • * 


Chance and Jones are not at all opti- 


mistic, but they both say that the two 
league pennants will again find their 
wav to Chicago * * * 


The New Yoik Americans aie sus- 


taining their reputation for misfor- 
tune 
Already the entire Infield Is on 


the crippled list and Hogg, the star 
pitcher, has a badly wrenched arm. 


* 
* * 


The fact that all the big league 


clubs take Southern tups now and in- 
sist on the players repotting early, 
cuts off some .of the nice Jobs the 
players had in days past coaching col- 
lege nines. 
* * * 


Cincinnati has picked up a llvelv lot 


of youngsters, and a number of them 
aie hitting so haid that the old men 
are hustling to hold their jobs 
* 
* * 


Frank Donahue, the Dptrolt twlrler, 


will probably pitch for an independ- 
ent team once a week this summer 
He has opened a hotel in Philadelphia 
and retired from the big game 


» 
* * 


Manager Jimmy Callahan is making 


frantic efforts to get Mike Donlki and 
Hal Chase to join his semi-professional 
nine in Chicago 
It Is haidtv likely 
that the money v, til be big enough 


* * * 


Perttne. who is playing shortstop for 


the Washington team, was the man 
Manager Mack intended for third base 
on the Athletics this season. He play- 
ed last year for Omaha, but the Quak- 
ers did no* land him 


» 
« * 


Mertes hates to join Boston without 


spectators a 
San Francisci 


The damoselle was 
Mrs 
Cyclonc 


Johnny Thompson, and she viewed the 
efforts of her husband, battle raged 
and vvolflbh, with an instinct of stole- 
•sm quite unbefitting her sex. 


After her battle stained lord emerged 


from the ring with the marks of his 
be ttle heavy upon him, dull 
eyed 


deadened, 
subme-iged 
Into 
a state 


where every wolfish instinct in his na- 
ture was enwrapped in the avoidance 
of pain, Ladv Thompson, mindless of 
a multitude greeted her Lord Thomp- 
son with an plastic and linge'i'Sig kiss 
remindful alike of the last kiss of Lady 
Macbeth ere .the Thane 
of 
Glamls 


would willfully consent to the murder 
of his good King Duncan, and the 
hectic embrace Camllle 
gave to her 


lover in the dear 
Paris 
when 
she 


viewed her da.ys numbered. 


That a fight club would allow a wo- 
man to view a contest 
in no wise 


mak'njr a kick on the salaiy question 
It is just his nature. 
* 
* * 


Barney DiC5fus is dickering with at 


east two National League clubs/with 


speaking high of the ruling intelligence 
of the club. 


It is nol meet for fair Portias or 


Juliets to give their presence and n 
display of their personal charms on 
such ocasions 


It comes by his birthright for a man 


of Saxon or Celtic blood to witness 
deeds of hardihood with unflinching eyp 
and thrilled heart but when it corner 
to investing the game with the fair 
Dulcmeas the men who run the fight 
aiubs are overstepping all decency of 
public decorum 


Certainly it is an inspiring sight to 


ser a latter day Salome enshrine the 
bloody head of her lord in passionate 
embrace 
This smack of the tender- 


loin has no place In a fight club, and 
trip wliter, while he is neither prophet 
<Ji future reader would 
adviso 
the 


fight promoters to switch the curtains 
on the gentler sex at i ing-side contests 
It is not fitting this present civiliza- 
tion, and much as some of our flght 
promoters might liko to shift back the 
calender of time to the date when my 
royally robed Lady of Rome was the 
arbiter of life and death at the game:; 
of Roman gladiators methlnks a pub- 
lic conscience will not be of a stomach 
equal to such a display of vulgarity. 
* 
* 
* 


The word skidoo was claimed out of 
a sellng race by a magazine writer. 


By T. P. MAQILLIGAN. 


VWE infer from Mr. Corrlgan's re- 
" marks that the strained 
rela- 


tions between himself and Fran< 


els Trevelyn are strained only on one 
side.. 
* • • 


Paradoxial as It may seem Abe Ruef 


was on the ground floor of the prize 
flpht trust. 
* • • 


A point star ball 
tossers 
should 


pondei on ig this 
About the easiest 


thing to forget is a star ball player 
out of work 
* 
* • 


All the 
modern 
automobiles 
are 
guaranteed to run from six to one hun- 
dred miles an hour. That puts It up to 
the discretion of the owner when it 
comes to dealing with the gendarmes. 


* 
• • 


Eddie Graney 
arises 
Phoenlxllke 


from the debris and offers J35.000 for 
the Gant-Nelson battle. 
Going some 
Edwardicus. 
* • • 


It will be cruel and unusual punish- 


ment to compel a gentleman bearing 
a name like Abe Ruef to seek an Im- 
munity bath 


OTWITHSTANDING that Chica- 
go's great hall club Is training In laughed outright 
Mexico City the greaser's heart 
- 
N 


still clings to the bull and the chicken, 
"s the nucleus of national recreation. 


« • • 


E 
Z. Steve. — John Barleycorn al- 


ways fought at catch weights. 


/ 


C LARKE GRIFFITH once thought 
he discovered George Stone's hat- 
, ting weakness 
One day Walter 


Olarkson worked against the browns, 
at New York ana he had the great 
Stone on his staff, striking him out 
three times. 
Griffith was 
watching 


the proceedings closely and 
noticed 
that Clarkson used a low curve bill 
with telling effect on the St. Louts 
swatter. . The best he did 1unng the 
day was to make three or four pood 
hard fouls. 


The following day Hogg was se- 


lected to -w ork for New 
York, 
and 


Gilfflth's parting Instruction to the hifc 
fi-How was to give Stone nothing but 
a low curve ball at about the knee 
Hogg followed Instructions «nd the 
result was that Stone 
secured 
nve 


clean hits in as many times at the bat. 
hlting the ball that mvstlfled him on 
the day preceding to all corners of the 
loi. 
Of course, 
no 
one 
questloinxj 


Griffith's judgment. 


Al Orth worked the third game of 
M series, and as he left the bcnrh 
e turned around to Griffith and with 


a half smile on hie expansive coun- 
:enance asked Griff If he would gne 
Stone a low curve ball. Griff failed to 
rnply, nor eld he smile, but every other 
npmber 
c-f 
the 
New 
York 
team 


M 1KB Powers, the physician catch- 


er of the Philadelphia club, is 
quite a noted wit, if one can take 
Crois' word for It. Lave says 
a joung -woman friendly to both play- 
ers, was once talking to two Athletics 
"uring- Powers' student days, nnd she 
appened to remark to Mike that she 
upposed he and his fellow students' 
f the medical school had quit" sav 
imes. 


' Yes," drawled Mike, "we do cut up 
uite a great deal." 


• • * 


When Rube Wad-dell was tending 
ir over In Camden, N. J., an arjru- 
lent arose between himseif nnd Sav- 
our as to the be<,t 
v,ay 
to 
mike 
iendc. 
"Treat 'em kindly is the 
lake 'em " vociferated Cv. 
way to 


"lieat 'em oflen i* the r>nl can3v 
reposition,", excialmed 
the 
Rube, 
"anl who's this one rolng to be on?" 


Jake Stahl and Tim Hurst had many 


a run fast summer over close deci- 
sions, but Wtty Tim never failed to 
win the argument. At the flrst of thr 
season Jake had a habit of running 
to the plate from first base on every 
close decision. 
The 
frequency 
with 


which he was ejected from the game, 
however, entirely cured him of thl: 
habit. 


One 
day st 
-Washington 
Hurst 


called Jake out at first base on a closa 
plaj and the former Washington man- 
ager, set up a big howl 
He rushed 


back to Hurst and tried to persuade 
"Tubby Tim" that he wasn't out. Tim 
rather liked to hear Jake orate as he 
kr.ew he was a "Rah, Rah" TJOJ-. and 
for a time he listened to his arguments 
with Interest. 


"To the bench -with you," finally 


commanded Tim, after 
he thought 
Jake had gone far enough. 


"I refuse to go," eaid Stahl. 
"Just for that you are out twice." 


replied Tim, "out at first and out of 
the game." 


J*ke took his little glove and hiked 
to the clubhouse, debating whether it 
was really worth while to be a baee- 
bal' manager.—Detroit Journal 


TURF 


INTERESTING 


NOTES ABOUT 


RACING MATTERS 


By LEE DEMIER. 
GOSSIP 


COFFROTH MAKES BIG 


BID FOR STAR ATTRACTION 


Genial James Offers $37,000 for Return 


Match Between Gans and Nelson 


for Co/ma Athletic Club. 


By EDDIE SMITH. 


The bidding for the Nelson-Cans fight has gone up another 


notch, with James Coffroth the bidder with an added two thousand 
to Graney's $35.000, making a bid of $37000. 
Billy Roach last 


night posted $5000 with a San Francisco sporting editor to show 
good faith, stating that he was acting for the Colma Club, which 
is to again enter the field and bid for all the large attractions that 
are to be secured. 


The impression that Xolan has no intention of signing his meal 


ticket for another meeting with the negro at'the present time has 
become general, and until Billy Nolan at least shows some dispo- 
sition of talking business om a fair basis the fans and public at large 
will be inclined to pay little attention to the prattle of the promoters 
in their attempts to outbid one another. Nolan has made his final 
ultimatum that Gans must sign articles and post a forfeit that he will 
weigh 133 pounds at the ringside with his.fighting togs on. 
He 


nsists that he will not- recede from this stand and that there is no 
use in talking of a fight until the negro has come to his t*rms. Selig 
says that there is not a chance for Gans to sign any such agree- 
ment. 


are 


By LEE DEMIER. 


As a result of fair weather, a. decided choices finished one, two, three as they 
increase In the attendance was notice-, figured. 
able at Williams Park yesterday. 
The 


racing program \vas an altiaotlve om;, 
•nlth the St. Philliijina Handicap as the 
feature, and In this e\ent a half-dozen 
shifty 
performers 
sported silk 
The 


track was of the fining out order and 


to tiadlng 
He has 
Bill declares th.it Tiny Tom Hackett young players and several are bound 


Is looking like a big black bass since [ to force out the veterans. 
he consumed that $2 33 worth of de- 
licious flsh at the a la carte sitting 
the other night. 


ftlg ue 
« J I U U W f\\ llll 
i 


off a couple of ' 
g tlle ra" very n<!<ivy and holding 
gteat squad of, " hoises unfortunate enough 
to be 


lorced in this going, lost all chance of 


DevereauV.s 
arm Is stronger than 


ever, and his lungs have vshown 
no 


signs of decreasing power on the pres- 
ent trip. 
They say that Willie has 


"been spoutlne so loud" that 
he 
has 


caused Lost P.lver to rome out of its 
hiding 
place. 
Anj gent or athlete 


•who can do this is going some, and 
no mistake. 
Dcvereaux promises to 


be there with the "Whoa Bill" stuff 
stronger than ever this yeai. and as 
Bassey Is somewhat of a noisemaker 
himself, the fans -should get <,ome de- 


vocal 
entertainment as 
an 
e to the ball games at Freeman's 


,rk this summer 


NEW FANS. 


„, .Ordinarily Jimmv Coffroth. the fight 
Ijiromoter, Is not one to enthuse o\er 
"things. As a rule Jimmy is cool and 
•elf contained, but he declared last 
.night that he would be a 


Chief Zlmmer ha? been offered an 


umpire's berth in the Southern League. 
As his pla\ Ing ddjs aie over he uill 
likely accept 
* t * 


Kitty Bransfleld has bpen slugging 


the bnll in e%ei> game down South 
He will i.Kloubtedl} prove the same 
reliable player as In foimei voars 
* 
* * 


Manager McGiaw has not yet com- 


pleted his team and has several crip- 
ples on the list, so that hp Is begin- 
ning to -\\ori} about the outcome of 
the series with the Athletics next week 
He will have more to worry 
about 
when the season opens 


getting to the front. 
In consequence 


tiie talent had another hard day am 
witn*,fased a number of upsets, as wel 
as high-class sport. 
* • 


The biggest upset of the season -took 


place In the opening race, In which 
eleven ordinary selling platers lined up. 
Lassen and Dr. Rowell, both at 100 to 
1, took ihst and second money, and 
third position went to Bon Vlvant. which 
w.is quoted at JO to 1 
This was not 
a tiue mn race, the choices wero crowd- 
ed to the rail and as a result, finished 
nowhere 
Lassen picked the good going 
and after Dr Rowell and Smithy Kane 
cried enough, Just breezed home 
Bon 
Vivant was best of the others. 


Love of Gold the second choice, just 


,4,'Ot under a hard drive on. the part of 


Bill Phillips, the former 
National IJocke> Fisner, to snatch the purse from 
League star pitcher is now working IAtjena the .favorite by a head. 
Show 


with the New Orleans club, 
of 
the 


Southern League. 


Unglaub Is slugging just as hard 
.Bight that he would be a lesular ,it now as when with the Willijmsport 
the ball Rame the coming season Cot-| club, of the Tri-state, last season. 
' froth believes that the Coast League I 
• * * 


Is going to be a first-page-storj ag-I 
Billj Phyle \\ho has plaved with a 
-gregatlon the coming 
jear, and he I number of N'atlonal League clubs In 
wants to help the (rood work nlonc 
the last ten years, has been sold to 


Jimmy has never <^on a hill <"«'.-> I Montreal by the St. Louis Nationals. 


outside the covers of some magazine, 
* • * 


but he finally realizes that he has 
President Barney Dreyfuss estimates 
missed something worth while and Is 
he cost of his spring training trip at 


willing to make amends for his past 35000. The salary list of last season! 
laxity. 
., And there will be plenty of men just, 
.like Coffroth at the ball yards of the 
Coast League this season. The writer 
believes there Is going to be a base- 
>ball awakening all along the line The 
tans are -working In unison to get their 
brethren In line this season, and there 
,vfin be many a new face among the 
royal rooters this summer. 
« * * 
' £a Jolc's baseball guide Is 'out and 
It is a volume worth while for even 
baseball fan's library. 


WRIGHT THE GOODS. 


Writing to President Ed 
-Walter, 
Manager Van Haltren waxes enthusl- 


i is put at $80,000.« • * 


Terry Turner thinks It is a good 
„_ „ 
scheme for inflelders to plaj billiards.; cap by a length. 
The game requires great accuracy, and 
Turner thinks it helps a man to get a 
"good eye" for troublesome grounders 
* * « 


Jimmy Collins 1s down to 176 pounds 


and he says he will play his old game 


1 money ncnt to Exchequer, the 
rank 
outsider, who, after setting the pace, got 
anchored on the rail and tired badly. 
At that, the Keene colt was the best 
of these two-yeai-old£. 
• • •• 


The third favorite to be bowled over 
was Flaunt, who after showing: early 
spertl, could do no oetter than finish 
on the limb. 
The winner turned up In 
Vincentlo at S lo 1. and to C. Williams 
is due the ciedlt for his victory 
The 
lad put up a well Judged and powerful 
ride and out-gencraled Fair on Almu 
Boy. 
With any kind of a ride the lat- 
ter would have scored. 
• • • 
"Red' Walker's conslstant performer 
Edwin Gum drew down another prize, 
when In a hard drive he lasted long 
enough to win the St. Phlllipum Handi- 


The winner receded 
to 2 at post time 
from S to 6 to 5 
and had to be hard ridden at the end 
to stall oft Mary F 
The latter, was 
weakly handled and with riders reversed 
the result would have been 'different. 
Supreme Court and Andrew Mack wars 


a tl vrt 7» 
f 
n Pry m3 . game also J>oorl5r llandlea 
The former fell 
at third base for Boston next year, 
heir to third money 
* 
* 
. 
I 
. . . 


EVERYTHING THAT'S GOOD TO EAT I Confessor annexed the puree In the 
AT THOMPSON'S. 
sit and one-half furlong scramble from 


1727 
O'Farrell St., S F. not Oakland. The Reprobate and Sheen. The winner 
First-class grill always open; 50 private was the heavily played favorite and -warn 
rooms, under the management of "Jack" much the best. This was the flrst race 
Thompson of the Original Eddy-street fof the day that was run to form and 
"OYSTER LOAF.' 
Jtoe bookies Ipst a wad, as the .three 


The five furlong dash was only a 
gallop for Tavara 
The bay mare made 
her field dizzy trying to catch her, then 
went on about her business and won in 
a romp. Blanche C. came to life rather 
suddenly and secured the place In a 
drive from May Pink. 
• • • 


Turfites from New York to California 


will be pained to hear of the sudden 
death of Jim Mllay. the noted bookmak- 
ers clerk. He was born in Lexington, 
Ky , but in late 3 ears he has maSe hi* 
home at Columbus, Ohio, where his par- 
ents now reside. The remains will J» 
the undertaking parlors at 
San 
said before he died that he wanted to 
be laid away west of the Rockies. 
He 
was connected with the Alamo Club. 
• • * 


There Is a voung man In Oakland bv I 
ttie name of Gum; he Is away ahead of 1 
the game by betting on his namesake. 


Pantotoc had all the speed for a mile 
and then coughed It up. 
* • • 


Rightful was a bad last. 


Andrew Mack did not like the track. 


Jockey Hunter was presented with 


n mantel clock for winning 
tile St. 


Phllliptna Handicap with Edwin Gum 
B. Jeffrey donated the clock. 


The flru; of Jennings & Mackay have 


purchased 2SO acres within .a few miles 
or Woodland, Yolo county. 
» 


Mercker Is on the si 


A W Ream is now the owner of 
Forest Rose, by St. Avonlvus.f 


•The Gebhard Stakes is the next blr 
tning that will be decided Saturday. 


bet that went throughTRIBUNE'S best 


Robert Pinkerton, the noted detective 


Sfrk 'fJt^ °f «U,raCtlon " WUUami 
taxing come up from 


Paddy Lynch has sold George P.' Kc- 


W" " L. A. Lee & Sons. Termi pri- 


ahn<J DK R°We" 
shots that wen 


ere the 


from now on. 
" hard hor« to beat 


*" 


BASKETBALL 


GAME FOR 


TODAY 


There will be a game of'basketball 


at the Reliance gymnasium, Oakland, 
this afternoon between teams repre- 
senting Oakland high,school and Low- 
ell high school of San Francisco. 
Tl»e 


Oakland team consists of Stroud, Gray, 
Smith, M. Harris, T. Harris Hay will 
begin at 1:30 o'clock. 
• 
' 


Confessor 
~.~—™ «*• uu tnc win oi 
• * « 


Queen Anne was the good thing that 
blew up when the real racing began. 
, 


Blanche C. showed a remarkably sud- 
cen reversal of form and cnme Wear no- 
srssd"!? ?o 
eToU; 
Wen- 
Poik- r« 'ot 


* 


That settles the proposed fight for some time, if both managers 
sincere in the stand that they have taken. Selig will not give 


in for Gans for some time at least if he ever does, and Nolan has 
the worlds record for stubbornness, so it is a safe bet that he will 
not capitulate in a day or so. 


While the negotiations for the Netson-Gans fight are going on, 


Jim Goffroth is quietly working on a fight that, while not as great 
an attraction, will no doubt prove a better paying investment to the 
promoter, in thatjthc men will meet for a percentage of what they 
can draw, which Is the proper way for fighters to meet. 


Britt and Gans are the two that he is trying^to induce that it 


would be a good idea to mix things in an arena. 
Coffroth claims 


that he already has Cans' name to a set of articles and that he is 
ready to go ahead with the arrangements. 
Britt for some reason 


holds aloof from signing, however, and James may have some 
trouble in convincing the native that it would pay him to take 
another chance with the champion. Jimmy has repeatedly stated 
that he would like nothing better than a chance to meet Gans in 
San Francisco in order that he might convince those who witnessed 
the last contest be'tween the pair that he was really the negro's 
master. Coffroth tais now come to the from, and as soon as the 
Gans-Nelson talk, which will in all probabilities come to naught, 
has died away, the astute James will force Britt on record by either 
forcing him to sign articles or admit that lie does not 
of the negro's game. 


The Britts have been idle for a long time and are becoming 


restless and want to get back into the game.-- Jimmy is w«rking 
every day in the gymnasium and is reported as being "in first-rate 
condition. Whether or not he-will-sign with the negro no one can 
tell, but that he would sign with Nelson goes without saying. Down 
deep, Jimmy is in hopes that if the Nelson-Gans fight falls through 
he will get another chance at the Dane and as this is his one pugi- 
listic ambition he may be holding or in hopes of getting the chance. 


want any 


Tab Fair Fagot. 
This good colt 
win a race, the next time out. 


Jockey L.roy Wniiams win leave for 


Weefc 
HC Wl11 rWe 


OAKLAND HIGH SCHOOL 


BEATS BERKELEY 
TEAM 


"Scholastic Teams Play an Interesting 
w 
I 
Game of Baseball at Freeman's Park 


—Harris Is the Feature. 


.Mac 
-tlie Missouri 
°f °™^ T 


°Ut 


Twenty-nine bookies lined up yester- 
flay. 
' 


* • • 
S'fBd Henry (Tellow) ,wll! take tn 
the Crawfish country this summer. 


Jockey-KMrner. the wen-known and 
papulae rider. Jett last night for 
T*JlWt-t 7bl> I&d WlH hrf ^Bjllv 4*11* 
hl» «prl? in tSe «dd£ *£*££"«•£"* 


• at this 
course and 
Ascot 


Yesterday afternoon -at- FYeeman's 


Park the boys of the local Ugh school 
defeated the Berkeley baseball team. 
The score was: O. H. 8, S; B. H. S., 1. 
During the last half of the" flrst Inning 
Johnny Irwln and Jimmy Rye galloped 
over the home plate and scored the 
two run* that won the came for Oak- 
land. 
In the fourth inning one ot the 


red socks got home, making the only 
run for the Berkeley high. 


The Berkeley team had on new suits 


of a.bluish cray color aad had red and 
yellow trimmings. 
The local bays 


t Bookmaker Kid KeHv said he <i<n t get Iwere ranch lesa conspicuous far their 
rleht. 
j-oiirrtlf tocetner. Kelly. 


Bam Newman. * noted railroad man 
las a, visitor at^ th^ track yesterday. 


the track. 


bunCh ot 
rMers.at 


Uttl* Kddfe Ducaa wm 
tb« saddl* •atordayT 


suits that Mr. Heesenan gave them 
were tied up In the Wells-Fargo office. 
Harris' pitching was one ot the fea- 


ture* of the day. 
He pitched a oool. 


heady came, and he shoots the ball 
over like It cornea from a cannon. 
He 


seemed to know where to'put the ball 
a« they would have to knock It 


Balticscaught, 


for Harris ami tagged a man out on th« 
plate after a difficult catch. 
Not oac* 


dM he maJce « bad throw. 
Once m-hem 


a Berkeley mtn was playing of of — — ' 
ond Captain Coffey of the Oaklan*L 
who was playing centerBeld, ran »•* 


and sure. 
Jimmy Rye 
and Joe Hunt played flne games at ••e. 
ond and third, while John^ylrwl, w£ 
the whole thine at 'abort. 
ThT fleM 


t 
f 
'«""« Coffer went Into 
the box for Oaktaad and fanned titre* 
men out the Orst thing. 
He pitched 


The line-up 


i ~ 5 i —. 
—• 
Brtdgeman. «£*_--. 
•hart***; 


1 c«etem«14: 


Doom, lint 


»a*e; Hunt, thM 


THURSDAY EVENING, 
OAKLAND 
tf*f£K «r life 


SPORTING NEWS-:- EDITED BY EDDIE 


KID WEBSTER GETS DECISION 


OVER JOCKEY WORTHINGTON 


Los Angeles Boy Is the Stronger and Wins 


Rough Battle—Ed Miller Showed 


Wonderful Punch. 


K1J Webster earned t'.ie decision in 


die wind uji and main event of the H^- 
liance Club's bouts last night from 
locky Ralph Worthington after four 
rounds o£ vicious milling, which pleas- 
ed a large and enthusiastic turn out or 
fans. 


Webster showed the 
best 
hitting 


power and superior judge of distance 
out Wort-hington f,,usht back 
~e * 


-,tunS tiger and made scveuii la.ues in 
:ht- hope of winning. 
Webster seemed to be the- more r.i, 


ged boy, but the JocSity liad a in. - 


Uer of 
itcep'-e- 
Worthington, and had the. b 
the argument with the Dormer 
;ha»p rider in all tho rounds. 


Young Choyr.ski snowcr! a ooy 
who has what .my E.ng- 
«-ould 
call 
a 
bit 
ot 


!n 


Eddie Miilel', 
llsh friends:, 
t> ../ui^. 
- 
----- 
, 
tllKl lie 
Miller is a rangy boy wiui Un waR 
"clawss.1' ."— 
- - . 
„,. 


.1 wallop. He hits clean and is an ef- 
fective fighter. 
Willie Hasan, a vat i- 


>r neat proposition himself, was stack- 
'-& against Miller. The boys mixed it 
in the ntst round, until Miller caught 
Hasan a ban on tho mazzard. which 
brought forth a freshet of blood from 
the lad's eye. Hagan finished the round 


The boys started a rough pace in the 


second round and this period was not 
far advanced when Miller slipped Ha- 
gan a package. It weighed only live 
ounces, but when it landed on the point 
of Hagan's lower maxitary the rod- 
hearted boy flopped as though the City 
Hall fell on him. 
Miller shoved th- 


punch across while the 
lads 
were 


emerging from a clinch. 
He did not 


bring It UD from his ankle. It was 
neat and decisive stroke, about six 
Inches and when it -landed it sounded 
the call for tho Red Cross wagon. 


Kid Kosta and J. Allen furnished the 


curtain raiser. 
It would take mor'- 


than this paper could print in two 
months to tell what these boys- don't 
know about flg-hting. but 
they 
iver 


willing. 
Off to a slow start the boys 


rounded to a speedy clip at the fagr end 
of the bout, and walloped L-ach othe 
hard. 
Allen had Kosta looking like ; 


life model of Sitting Bull .towards the 
close o'» the -bout. Kosta kept hitting 
Allen's glove with his face until hi= 
face and shoulders were.blood smear- 
ed. 
RcEevfie Smith decided that Allen 


was entitled to the decision. 


Fred Murphy and Kid Bell furnisher 


the second act in tho olio. Bell did wel 
enough for two rounds, but in the .thirc 
ho had a brain storm, lilt the floor 
ana decided that a live craven wa? 
better than a dead -hero. 


When Referee. Smith informed "Kid 


Bell that curlew had rang for him th 
urchin grot up, and thanked Eddie kind- | 
ly for tho courtes'y. 
. - 
' 
Next time they ser.d Kid Bell out to 


a passage at arms they might as well 
slip the nursery bottle along. 


Joe Larkin and Battling Martin fur- 


nished the semi-wind up. These gen- 
tlemen poandfid each other up consid- 
erably for three rounds. 


Larkin started off like a winner. He 


hammered Martin all over the ring 
and he looked a winner all over. Mar- 


BILLIARD 
NEWS 


A most peculiar Incident occurred at 


the 
Oakland .Billiard farlor in the 


Oaks-Pezet match last evening, mar- 
ring an btnerwise close and sensational 
finish. Pezat scored last from-the op- 
ening shot and at one time lead Oaks 
21 to 14. Oaks then commenced<to roll 
the balls true and brought the'score ro 
24 all. With each player needing but 
one point to win. Bob fouled through a 
miscue, g-lving the winning point there- 
by to his opponent. 
Old time billiard- 
is'ts say they, have no recollection of any 


occurrence 
In 
a. tournament 


The rules inflet said. penalty, 


however, and Oaks accepted, his de- 
feat as gracefully -as possible. 
Score—Pezet 25. Average 25-66. 
Oaks—24. Average 24-66. 
Referee—J. F.. Cross. 
Scorer—Frank -Johnson. 
Tonight—Harris''vs. King. A great 


game between two leaders. with the 
chance for first prize hanging in the 
balance. 
_ 
• 


similar 
game.. 


SANTA CLARA 


WINS FROM 


VARSITY 


STANFORD . UNIVERSITTi- March 


28.—By hammering Theile all over the 
field, Santa Clara won a 5-to-4 vic- 
tory over Stanford on the college dia- 
mond yestedlay. 
Kilborn had 
the 


Cardinal batters at his mercy in all in- 
nings except .the fourth, when two two- 
baggers and two errors gave Stanford 
four runs. 
Stanford was never again 


in the running, as Kilborn took a brace 
and let tha Stanford players down 
without another hit. 
Owen and Fenton secured, the two 


hits which are credited to the Cardi- 


BELLINGHKM 


JOINS THE 


LEAGUE 


. -BELLINGHAM, Wash., March "28.— 
Bellinsham has raised the necessary 
money to secure membership in the 
Northwestern League and the fran- 
chise formerly held by.Tacoma vinoe 
transferred to Bellingham by President 
Lucas this afternoon. 
Mike LynchJD£ 


Tacoma and his team will come to this 
town. Manager Lynch will arrive here 
this afternoon and complete the linal 
arrangements for th<? bringing of the 
team to this" place, at a meeting to ne 
held this evening. 


nal 
score. 
Summary.: 


Runs, 
hits,- 2; verrors, 


Stanford— 
3. 
Santa 
, 
, 
, . . 


Clara— Runs, B; hits, 12; errors, 3. 


KENNEL CLUB YOUNG GOULOt 
OPENS NEW 


OFFICE 


Tho office of the San Francisco Ken- 


nel Club has been opened: at room 7- In 
the Midway Building, 779 Market street 
and the prise lists for the tenth annual 
doe show are now being mailed. 
The 
club desires all exhibitors whose names 
may not be on' the mailing list, owtns 
to changed local conditions, to apply by 


• 
- 
desired '- 
postal or in person for any 
formation about the show. 
The exhibition will be held 


game 
stuck jt out 
In the 


eeond round Martin slipped one into 


kitchen and upset the last 


= ixteen meals that gentleman stowed 
iway. Larkin was in no condition for 
•ough, treatment around his mid-sec- 
tion/and that one clout took all the 
steam out of him. He certainly show- 
ed sameness of an undoubted quality. 


Martin hammered Larkin 
on 
the 


NEW RUGBY 


TEAM 
IN 


FIELD 


Exponents of the Rugby game - in 


San Francisco who are not affiliated 
with any of the aggregations of that 
city are to form a team, and will seek 
games with the college players and the 
Queensland Club, which is to visit here 
this Jail. 
. 
. . 
Players desiring to join th,e new club 


may send in their'names to the act- 


secretary, 
F. W: 
Pawla, 
16i)0 
in 


WINS 
THE 


GAME 


SAN 
FRANCISCO, March 
2S.-The 


Olympic Club handball tournament was 
continued 
last night 
and the 
match 


which brought out the best playing was 
James 
that in class A between George 


Condon, which resulted in 
Joe 
and 
victory 


hip. 


stomach hard and often In the third Gc.lden 
round and Referee Smith stopped the 
bout slvins- the decision to the Battler. I 


Danny Murphy and Eddie Webber 


put UD. a neat four round go. The tooth- 
pick-like Murphy showed 
gamencss. 


landed a couple of good punches and 
grave about as much punishment as ht; 
took. 
This fier.ht was 
full nf 
action 


from the sound of the gong. Toothpick 
kept walking away but he slammed In 
many a nice clout at long range and 
did effective 
body 
fighting 
in 
the 


clinches. We-bber landed a couple of 
swings on Murphy which looked as 
though they would take the wind out 
of his sails, but the human slat held 
out nnd got a draw. 


After the decision Toothpick rushed 


over to Webber and kissed him on the 
forehead. 
The audience applauded the 


action. 


for James 
after three 
close 


Condon won the first game .by 


me score of 21-17 and James took the 
next two games and the match b> the 
same score. 
Every point was closely 


CORINTHIANS 


WILL HOLD 


FESTIVAL 


SAN FRANCISCO, March 28.—At a 


meeting of the Board of Directors of 
the Corinthian Yacht Club held last 
evening the committees, which will 
have charge of the opening day festiv- 
ities were appointed. 
As usual the club will entertain at 


the clubhouse at -Tlburon, the after- 
noon being devoted to the ladies. "~' 
in the evening the "stag jinks 


Gate avenue, 
who will 
givs 
contosted and although James 


PROGRAM OF 


CLUB 


an- 
tho 


DRAW FOR BIG 


COURSING 


MEET 


The Aeolian Yacht Club has 


nouncecl its sailing program for 
season. 


This flourishing young- club has now 


a good fleet of boats and a good mem- 
bership, and the members -are looking 
-forward to an enjoyable season. 


May 4-3—Opening day. 
May 1S-19—Cruise in squadron to 


San Mateo Point. 


May 1!6—Race for penant. 
May 30—Annual regatta. 


- 
June 15-16—Clambake at Sheep Isl- 


and. 


June 20-30—Cruise to Paradise Cove. 
July 4—Carnival. 
July IS-2'J—River cruise. 
Aug. 
11—Race for club trophy. 


Aug. 25—Clambake at Aeolian Cove. 
Aug. 31-Sept. -—Cruise to Petaluma 


draw-bridge. 


Sept. 7-8-9—Cruise to Vallcjo. 
Sept. 28-29—Paradise Cove. 
Oct. 5-6—Aquatic sports. 
Oct. 
12-13—Cruise to lower part 


bay. 


Oct. 
26-27—Outside cruise. 


Nov. 
2-3—Aeolian 
games; 
closing 


day. 


is the draw for Sunday's eours 
Ingieside Park In San Fran 


seemed 


particulars of member- j 'tired"''in" the" second'"game he finished 
strong and won a clean victory. 
Ihis 
is Condon's first defeat in the tourna- 
ment so both men are. still in the race 
for the cup and will probably meet again 
Sunday morning at 10 o'clock when the 
tournament play continues. 
PAPKE BEST 


KAW CITY 


FIGHTER 


Iowa. March 28.— Billy 


PapUe of Spring Valley, III., and Billy 
Rhoades of Kansas Cltv fought fifteen 
rounds to a draw here last night. 
The 
spectators disapproved the decision, most 
of those at the ringside thinking that 
Papke had the better of the contest. 


HAS CLEAR 


FIELD 


I-ONDON". 
March 
iS.-Bustice 
Miles h^s decided not to defend bis- 
to the 
International 
Amateur 
championship in the tournament 
is to^Win here April 2tth. The .y f» 
dra-»-ar*:Mr. -.Miles is regarded a* }<•«* 
Ing the Held clear to Joy Gould. •«*'> » 
on his way to London to play In tn» 


" 


in- 


at 
the 


Chutes 
Skating 
Rink an 
Wednesday, 
Thursday. Friday and 
Saturday. April 


24, 25, 26 and 27th. George Raper, the 
noted English expert,' who judged here 
four years ago and also In 
1S93, will 
pass on all breeds. 
Entries will close 
positively oh Saturday, April 13th. Dp- 
ward of forty handsome trophies have 
already been offered. 


Messrs. W. E. Chute and H. H. Carl- 
ton "will personally direct the manage- 
ment of the show, nnd 
both will 
be 
found at the office at the club in the 


tournament. " 


' f>le«mont Baihi. 
n»t-elMB Tur 


Fineat .ervice on 
v 


attendant*; 
also «w**"SlnfL!£S 
ladle* end lentlemea. TalgrPlefca 
to Twenty-fourth •treet.: 


= - 


t 
oBt 


curtain*" at 


Twclftl. street.. OakTi 
160 wo-th for.-'Sl a * 


RESORTS. 


anc 
will 


be held In the club hall. 
The committees are: Reception- 


Commodore, W. F. Stone, John H. 
Keefe, W. A. Stringer, R. A. Dean, C. 
Swain and L. J. McMahon. 
"Jinks" Committee— John V. O Brien, 


E J Angela, J. R. Miller, Thomas Jen- 


Byron 
Hot Springs 


America's Greatest Gp«, one of tlie 
best hotels In the State. Waters that 
cure, and delightful environment. 
Week end excursion^ 17.50 from San 
Francisco and return. Including two 
days at hotel, use of mineral bathe 
•nd waters. Send yaur family IT you 
can't go yourself. 
Address 
"Manager," 
Byron 
Hot 
Hotel. Cal. 


Jackson;*. 
KJ 
crudK 


*•***•* 


Mldwa- "bunding .from..» to B every «•$. 
Itls-confidently predicted that 5flTi Sot* 
will be benched. 
. 
•— 


HOTELS. 


WIETROPOLE 


J IJth an* J««er»*n 
A perfectly 
anent an* tranalent 
phone In «very room; 
Splendid 


liven, 
tlon on 


(acUltlea 
_ 
_ t«* 


'bate*" re«ioiu»U. 


M. 
BRIARE. •"leejiletw. 


. 
The complete results of last night are. 


Cluss A—George James boat Joe Con- 
don 17-21, 21-17, 21-IT. Class C-Fowler 
•beat Foley 21-15, 21-20. Class D—Ivan- 
covitch boat Hammersmith 21-18, 21-11. 
Stanley Fay beat :H. C. Ramsey 21-0, 
'1-13. 
Durdrow beat • Wallflsch 
21-11, 


21-15. 


MANAGER FOR 


TENNIS 


TEAM 


You furnish the girl; we'll furnish the 
house. 
We'll supply everything 
from 
kitchen to garret on credit; $50 worth 
of furniture for Jl a week. 
Jackson 
Furniture Co., 519 Twelfth street, Oak- 
and. 


*— 
- 
Courant's Manhattan Cocktails 
Are the talk of the town. For mhced 
rinks go to the Gallndo Hctel bar. 


of 


UK/AH TEAM 


T O P L A Y 


Here 


injr at 
Cisco: 
•Open stake, thirty-two- entries—Jim 


Nealon vs. Sunny Shore; 
Falrmp.n 


Lass-vs. Orphan John; Nordcriskgord 
vs. Pongenic; Colleen Bawn vs. The 
Mint; Busy.Boy vs. Stanley R.; Gal- 
•Innt Boy 
vs. 
Blooming Dutchman;. 


White Rogue .vs. 
Madam 
Dunyea; 


Ottawa vs. Fetterless; Mountain Eagle 
vs. Eilbe Royal; Curry vs. Free Rock; 
Hudson 
vs. 
Paul 
Dunbar; 
Young 


Rocker- vs. 
Myrtle; 
Gertrude 
vs. 


Royal Gold; Princess Savoy vs. Frank 
Dunn: Renegade Apache vs. Presto; 
Boutonntere vs. Inna Hotfoot. 


Unfinished 
stake—Young 
Johnnie 


VF Ina Cissus; Topaz vs. Grace Hill; 
Golden Rule II. vs. Gallant Tlpperary; 
Kora. Alto vs. Choo Choo; Onondago 
vs. Amandan; Sampler vs. Footsteps; 
Rosie McVey 
vs. 
Golden 
Feather; 


Rose of Gold vs. Sabastopol; Bright 
Flower vs. Ml Amlgo; Primrose vs. 
Billy M,ullaly. 
Class stake, sixteen entries—Sang- 


erman vs. Jim Lamb; The Roman vs. 
Barge: Mr. Lonjers vs. .The 
Crowd; 


Argyle's Best vs. Rear Admiral; Rich- 
ard "Anton vs. 
Real 
Rocker; 
Wild 


Wood vs. Golrlen Tralee; Belmont vs. 
Dan Finnegan; Clyde vs. Freeport. 
RQW1NGTEAM 


SELECTED 
AT LAST 


The baseball teams of the California 


School of Mechanical Arts will journey 
to'ukiah on Friday to meet the fkiali 
high school team. 
Two games will be 


played, one on Friday afternoon and 
on? Saturday. 
The team will return 


home on Sunday. 
The following men will make the 


trip- 
Pitcher, C. Bell; catcher. Graft: 


first base, G. Acton; second base, U. 
KubUe: third base, W. Gay; shortstop, 
H. Dearin Ccapt.): left Held, H. luibei , 
center field. Bntchclder 
(manager); 


right field. Percival. ^^ 
_ 


S. Hawkins 


(manager), Harry D. Hawks, W. J. 
Hogg T. F. Tracy. George Wagner, P. 
J Gallagher, B. Dusinberry, E. A. Van 
Bergen, John Short Jife, William Coates, 
F E. Schober and George Walker. 


"The date set for the opening is April 


Highland Springs 


LAKE CO. 
For net end beaUh. for eteuillneM, 
ellm«te and aeeommodatlon stand* u«- 
•urpenud of all summer resorts; 
Rate*—tli:ot. IK.M and »1«.06 per week. 
tor full particulars aMress 
R. ROBERTSON. 


ATHENS 


service un*<5ual?i'i, 


MEDICAL. 
MEDICAL.' 


•IS 
NOW 


FRISCO 


STANFORD UNIVERSITY, March 


os.__coach 
Dan 
Murphy yesterday 


selected the men to go south with him 
for the regatta to be held at Naples 
on Saturday. The selection naturally 
means that these men 
will 
occupy 
seats in the Cardinal eight against 
California. 
The men who left for the 


South tonight are: Conant, '08; Pem- 
bcston 
'OS; Captain Simmerman. '07; 


Gay. 
'08, and Turner, '08, who will 


compose the sr-nior crew in the Naples 
regatta, and Schutts, '09; Huston, '10; 
Patrick, '10: Cole, '08, and 
Roberts, 


•10, who will compose the junior crew. 
ATHLETES TO 
H O L D B I G 


MEETING 


The Olympic Club of San Francisco 


has added another star athlete to its 
roster in the person of William Nelson, 
the crack English runner. H^ may be 
seen shortly In competition with some 
of the S.m Francisco star 
distance 


rnen. 
He recently defeated Bonhag, 


the crack American runner and is con- 
sidered one of the best distance men 
In the world. 
Nelson came to this 
country 
last 


summer and was a member of the 
New York Athleti".1 Club, under whose 
colors he ran. He arrived , in ijau 
Francisco a few days ago .and intends 
'to remain here and will undoubtedly 
- run in the Pacific Athletic Association 


meets under the Olympic Club em- 
blem. 
A race between Connelly and 


kelson should be a great event, as 
Nelson ran the first two miles of his 
five-mile race in 0:56, which shows 
what he is capable of doing. 


In speaking of Nelson's ability An- 


drew Glarner, who is one of tho best 
runners on the coast at present, said: 
"Nelson has a beautiful stride, longr 
arid easy, and is one of the prettiest 
runners I have ever seen on a .truck. 
He has shown by his past wonderful 
performances that he Is,one of the best 
distance men the world.has ever seen 
and It will be a treat for athletic fol- 


The tennis situation, which for 


time looked very bad 
is 
gradually 


clearing up. 
A regular tennis man- 


ager had been'appointed by 
Graduate 


Manager SneSigar and -this man 
actively arranging for the preliminary 
ryouts and tournaments. 
The inter- 


:ollegiate tournament has been set for 
he same day as the 
varsity track 


meet and will be held on the Califor- 
nia court. 
The tryouts' for both sto- 


les and doubles will begin, on -rifcxt 


Monday, the men .who haVe entered 
'or these will draw for game's 
and'arrange dates. 
A large numfiei 


have entered and their names will Ha 
published when schedules are complet- 
ed. 
' ' '' ' ' 
T '" ' 
When Herbert Long:, '09,'-the 'collegd 


champion of last year and-the pros* 
pective representative for 
California 


again this year,. left college, chances 
for a Cardinal victory looked unusual- 
ly bright. Melville Long, '10, is coast 
champion, and would probably be an 
easy winner in the intercollegiate sin- 
gles but on account of the ruling of the 
faculty regarding freshmen competing 
in varsity matches he will be unable 
to represent California in any tourna- 
ments. 
There are,' , however, 
other 


players in college who have been over- 
looked In the presence of these "stars" 
and these men are all.'signing up for 
the tournaments. Besides Stanford Is 
not any better off than usual In this 
line of sport. 


STRONG DOUBLES TEAM. 


Several good combinations have been 


entered 
for 
the 
doubles. 
Claude 


Wayne, '07, and C. R. Clinch, '09 will 
be one of the strongest teams to com- 
pete. 
Wayne played on the 
varsity 


doubles team two years ago with Bob 
Varlel, '06, and won easily from Stan- 
ford. 
Clinch was unable to show his 


bllity last year as the tournaments 
id not come off on account of 
the 


arthquake. J. B. Francis, '07 and O. 


Lowell, '07, hold the doubles cham 


jlonship of Northern California. 


In the singles Wayne .is the . most 


-xperienced player. 
He was college 


champion in 1905 and was a close 
ompetitor of Long In last year's tour- 
naments. 
S. D. Harper, 'OS, and R 


Gorril, '08, are also both good players 
and are entered In the singles. 


Saved Her Son's Life. 


The happiest mother in the little towi 


of 
'Vva Mo., is Mrs. S. Huppee. 
Sh 
writes- ' "One year ago my son was dov;a 
with such serious lung trouble that ou 
nhyi^len was unable to help him, when 
3V our druggist's advice, I began givinf 
ilm Dr. King's. New .Discovery, and 
soon noticed improvement. I kept thi 
treatment up for a few weeks when h 
was perfectly well. He has worked stead 
ily since at carpenter work. Dr. King' 
New Discovery saved his life." Guaran 
teed best cough and cold remedy by Os 
Eood Bros., druggists. Seventh and Broad 
way and Twelfth and Washington streets 
BOc and 51.00. Trial Bottle free. 


*' 


Bill Curtis 


THE KANDICAPPER, 


Room 1, 
Tribune Bids. 


Eighth Street near Broadway. 


Can You Beat This? 
" MY BESt BETS YESTERDAY: 
Edwin Gum 
5 to 2 


Confessor 
3 to 2 


Also Gave 


Love of Gold 
.13 to 5 


BETTER STRING WITH ME! 


MY CLIENTS ARE GETTING THE 


COIN EVERY DAY. 


MINCH 


,-r MiNDICAPPER 


Emeryville. CaL 
—NO MORE 
GAVE TO WIN 


AND WIM ONLY 


IVincentio 10-1 WON 


This was my one horse wire yes- 
*~.i.« 
—rt 
T niivised to play this 


AL 


_.,. .... 
HANDICAPPER 


General Delivery. Emeryville. CaL 


ONE A DAY—NO MORE 


ElAND 


SAX FRANCISCO, March 28.—Th. 


Pacific Athletic Association will hold 
a-meeting at the Olympic Club tomor- 
row evening to complete arrangement 
lor 
the 
State championship mee 


which is to be held at the Berkelej 
oval on April 27th. 


The association will also formulat 


plans for sending a team to represen 
the state at the international athletic 
meet to be held at the Jamestown Ex- 
position this fall. 


Another matter which will be dis- 


cussed is the question of public play- 
grounds, a matter which Is being" given 
a good deal of attention by the var- 
ious branches of the Amateur 'Ath- 
letic Union. 
. » , » » . t . . « « t » « « » » » « • ' » » • « « * ' 


lowers on tho Coast to 'witness the 
Englishman in action. I hope to see 
him in the next -Pacific Athletic' As- 
sociation meet." 
. 


Nelson is not. above the, average 


height and docs not look especially 
like an athlete, although he Is .a very 
active felow. He is now 24 .years old 
and he began Ills track career when 
he was 20. He is extremely anxious to 
njeet some of-the Coast distance men 
and no doubt wil be s'een on the local 
tracks before long. 


Oja.STon.Tja.. 


B«iiti» 
>» Tin Kind You Hutu «• 


Bigrotw 


of 
-*- 
Expel harmlessly, through the natur 


al channels, all "impurities from th 
system 
(or circulation) 
with Lash 


Hitters. 
• 


MY INFORMATION RECEIVED 
DAILY AT 11:30 O'CLOCK; 


My Handicap 


Including My Best Two Bets $1.00 


Office hours: 11:30 to 12:30. 


TERMS, $1 A DAY 
*5 A WEEK 


THE OWNERS' 


Ono Wire Special 


Tuesday I gave to my clients Cal- 


endar 7 to 1 and told them to play 
to win only, so you see I have the 
right dope on them. 


TERMS: 


Daily. $2.00; $5.00 for 3 Days; $10.00 


for 6 Days. 


Friday I will have' a nice, juicy 


one that is 
already, and 
when it 
romps home just under the wire it 
will make the 
layers look up 
and 
take notice, so I want you all to get 
in on this one. 


When sending for information, i 


mit by. money order, check or regis- 
tered letter to L. ELLIS, 
General 


Delivery, Oakland, or Telephone to 
Berkeley 734, and information 'will be 
forwarded to you by special messen- 
ger in plain envelope after 9 a, 


Oakland, 
Alameda and 
Berkeley 
messenger service free. 
* 


This was my — 
- 
tenlay. and I advised to play 
trick three ways. I am now in my 
stride, and advise you to be with me. 
My information consists of the best 
bet of the day. Genuine inside stable 
information. 
In the 
horse 
racing 
business, as.in other business pur- 
suits merit Is bound to tell in the 
end. ' Ability, perseverance, and hon- 
estv are the essentials necessary for 
success in any business,, anil I have 
-that reputition among horsemen. 
I 
have often paid feed bills, forfeits 
and entrance -fees for 
other men s 
horses and for that reason I ani able 
to nut vou wise to onn good oet a 
day 
Remember, in this world you 


^nevcr get something; for nothing, and 
people who think otherwise get some- 
thins that ls worth nothing. 
March 23-Mny Pink 15-1 won 
Mar. 25-Confew»r 8-1 Won 
March 26-rMimo 6-1 Won 


Straight Won $1560 


• 
In the past six wecki. 


For Friday a trick that goes 
has not finished one, two three in hta 
last two starts, and will be a hard nut 
to crack on this day. Odds will ba 
about S. or 10 to 1. 
For Saturday. 
Here Is a 
Melon 
that has reeled off come very fast 
trials. 
The other .morning at early 
dawn this one worked a mile In the 
Slowing -fractional time: 
23%, 30. 


17 2-B, 1:01, l:14J/l, 1:27 and the mil; 
In 1-40 flat. This settled m my mlna 
then and there that th(s one was an 
exceptional fast horse, nnd should win 
by himself. Few people saw this one 
work besides the trainer and myself, 
Uiwforo good odds can be expected 
agSnst thS one. This one win_surely 
go on this coming .Saturday^ 


Doctors That Can Cure 


517 23d St,, Near Tiligraph AM,, Oaktoil, Oil. 
SICK MEN 


ARE YOU suffering from early indiscretion, •J5™'!*.*?' -JEHS?!,, 
rhea. kidney, bladder or prostatle troubles, specific ™°°*.."1,B??j lone 
stricture, varlcocele. gleet, gonorrhoea or ar.y other complicate*, lone 
ins. .deep-seated flisease? If so—^ 
_ 
treated by old I 


CHRONIC, and th» orsaa* 


'tU the proper treatment ot Jmrt 
greater degree of skill and a. much moio elaborate e<nilpment 


average physician "has at his command? 
THEN, in justice to yourself, waste n^^Sl??«. 
unreliable "specialists," but consult us. BECAUSE 
. . 
uatcd. university-trained specialists, who have made a ,lo£* 
nd • 
nf B^nito-urlnafV and all complicat ed private dlseasea o« men, •.!>« « 
day duly iccognlzefl by the hishest m edlcal .tuthorlties as 


THE LEADING SPECIALISTS FOR MEN 
MAKE NO FOOUSH P«OPO9ITION*-We OON'T I«UBLI«H 
^ sasar 


, 
cannot b« question 


WrU»ti AULUOTHlrU%AVe FA ILED ~ARC OUR BEST 
OUR OFFICES are well appointed an-! equipped with the most 
appliances and the lastest inventions esseniM for tho proper. and up-to-tete, 
TREATMENT AND CURE of all apecial diseases of men. 


YOU MAY consult us privately In oonfldcnce. 
TJ _*Sl.^in h. 
a thoroughly scientific manner and our diagnosis and advice will be 
fully given to you ABSOLUTELY F REE OF CHARGE. After this tf 
sir" to b«. treated and we undertake your ca»e. w.' P™ltlyel»^gua™ 
cure'yon and make you WELL AN D STRONG, AS YOU OUGHT TO 


Our fees are mo'dente and within the reach of all. 
.„.-_ 
No mattsr what your ailments are, en a m write to u» ^>*ar. 
vonr case plainly in your own way. and receive the benefit or a, 
"skillful diagnosis and a prompt, radical and permanent cure. 
truthfully answered In plain sealed envelopes. 
now.,,* 
Hours—9 'a. m. to 3 p. m. Open Sundays. Telephone Oakland 


, 
All 


vou how"6Go!d"Rocks are yours If yoi 
I will but grasp them. 
K dally, $5 for 3 days, *10 for « days. 


i Remit bv Money Order or Regl«- 
tercd Letter when scadinc your *ub- 


'BC|nfc™'«tlon telegraphed to you 
n'rlvrlc each mornlna. 


at 


TIE UNITED PHYSICIANS AND SURCEtNS 


NEAR TELEGRAPH AVE.. OAKLAND ' ' ' 
517 230 ST. 
CAL. 


PERSIAN NERVE ESSENCE 
RESTORES VITALITY - Hav. cured 
thousands of cases of Nervoua Debility 
and Insomnia, 
They clear the brain, 


strengthen the circulation, make dUeatlon 
ne-fect and Impart a magnetic vl«or to 
Si whole being. All *•*»**>£?» 
stopped permanently. 
tl.OO Per Bor; « 
horis 
piarantead to cure or refund 
mTney *5. 
Mailed sealed. 
Book free. 
Persian Med. Co.. 935 Arch street. Phila- 
delphia^ Sold by Owl Drue Co.. Oakland 
and San Francisco. 


Cheer Up, These Rainy Days 


—tone up your health, your nerves 
and y&ur spirits all at once. 


Tl.e best medicine for all occa- 


sions Is a quaff of pure Gtersbergor 
wine. 
Ask your phsiclan. 
. 


The Theo. Gier Wine Co. 


Vineyards: Llvermor*, Napa, St 


Helena, Cftl. 
Main 
office—1225-1227 
Broad- 


way. 
TeL 121 Oakland. 
\ 


"Branch—915 Washington St, TeL 
563 Oakland. 
Cellars—511-51S-516 
Hth 
Bt. 


Oakland, Cal. 
=4 


A BEAUTIFUL FACE. 
' Send stamp for Particulars and Teatl- 
monlali of the remedy that clean, the 
Complexion, Remove* Skin Imperfections. 
Makes New 
Blood and Improve* the 


Health. If you take 
BEAUTYSKIN. 


beneficial 
resulta 
are 
guaranteed 
er 


M a d o n Place, 


CHEMICAL CO., 


i, Philadelphia, Pa. 


Buffalo Bohemian 
L A C E R 
B E E R 


Is in greater demand than ever. Why> 
Because it is all 


that is claimed for it. That means the best in all regard*. 


HANSEN &KAHLER 


Alameda County Agent* 


Prior* Oakland ,468. 
«• *. Cor. tth ind WMrator Ate. 


Every Woman 
•, i»i=«'»*«*M'(1*5jJ,*>:B 
(gj^1i 


| MA*VU.'ttMriaifl Spray 


cure'd bya new 
mode of treat- 
ment. 
Ure- 
thral obstruc- 
tions, 
swell- 
ings, 
kidney 
and 
bladder 
. c o m p laints, 


inflam mation, 
gravel, 
vari- 


coele. 


Blood poison affecting body, nose, 
throflt. mouth, skin and bones, cured 
for life without mercury. 
YOUTHFUL ERRORS. 
The greatest curse to man. Smyp- 
toms: Loss of memory, dimness 01 
sight, lost vigor, pains in the back, 
weakness of body and mind, nervous 
debility; weak. Impaired memory, ab- 
sence 'of will 
power, lost 
vitality 
which terminate 
In Insanity 
and 
dea"h. You are under the care of re- 
liable specialists, m-ho are acknowl 
edged authorities in the treatment of 
disorders of men and whose superior 
treatment in nowhere else to be 
found. 
You will save time, money 
preat suffering by consulting us first 
Charges low—less than other special 
Ists; thousands cured yearly. 
Advice 


frpft. 
Hours—10 to 4. and 7 tn S p.m 


DR8. BOLTEY A LOB AY 


10W Wathlnflton 8t., cor. 11th, Oak 
land, Cal. 


OR. JORDAN, 


Dr. Wong Him, Herb Doctor 
^lU, J2680Tarreil.fi, 


Oieood Bro*_ Seventh and 


•E1AMWOHEI. 


On Bit«lor mnttnl 


MORPHINE 


! and other drna; hablu are poeWively eared 
'by HABITD5A. 
For hypoaerraic or In- 
ternal use. 
Sample sent to any 
" 
drna; habitue, by 
malL 
Regular 
-'•price I3.M per bottle at your 4n>Kttat 
! or 1>r m«ll In Plain wrapper. 
1 DelU ChOTiitel C«, «t- LMta. 


Dr. T. D. Hall 
Specialist for Hen 


20 Years in Oakland 


Consultation 
free. 


Museum of Anat- 
omy . open 
daily: 


free to men. 
Quickly and perm- 
anently 
cures 
all 
private disease* of 
:nen- 
Gonorrhoea, 
Gleet. 
Stricture. 
SyphillU, 
Sores, 
Swelling*. 
Unnat- 
ural 
Discharges. 
Varicocele. 
etc. 
quickly 
cured—re- 
cent case* In a few 
•HI lays. 
* 
CaiTor write Dr. Hall's Ifedlclijal In- 


_JtSe.0t*w7B«adway (uP-gf). "'" 
Beventt rrtreet. OeMe-nil. 
CaJ. 
guaranteed. Hours, 18 to 12. * to t 
* to »; Sunday.-. 10 a m. to 13 rn. 


ON 


DR. TOM WAI TONG 


•U Clay St., Oakland. 


,Tlw Catabrateal CMnam Tea 
Herb Dieter. 
AH prtTmte and TbroBte diseases of both 
•cze* anecaa*fuUr treated. 
A* 
mao> ot children'* dlaeuea. 
diphtheria. Cur* guaranteed. 
Hen *«d cnunltRtlon free. Horn*, t 
U;» - -x. f*e to I and T t«1 p. a*. 


f ASTOSTJOCTO, ft 
•t., 


•testate* ta «low*« 
•T th* wonderful *•**<• ft 


WEAK MEN 


DR. HALL'S RKtNVM- 


DRATOR atop* all loaava M 
» hour*. You WUI leatu 
improvement from th* ftr*v 
o>«. 
W* b»v« M muck 
onAdenc* In our treatmeolt 
•nat we eouM «afelr o*er 
riVE 
HUNDRED rewajt 


l9T mxvy caee we oao*** cm*. 
¥hl* Secret remedy Biilim* 
'^, 
Ehmnken Oreans. cure* 8»"J|"*V •"•4 
r oteacy. 
ViHcocele. 
Oleet. Strlctureo. Kidney*. L»«t smi 
Drain* Jn the Urine and *« eWier ' 
<c»KUnr effect* of error* of jfO'iul 
ctm-K per bottle: three DOtOet It. 
»Bteed to wire anr 
"• 
eurabto 


It. 
Acts like msilc. 
Call 
HALL'S MEDICAL 
WSTTT 1 


Hroadwur. Oakland. CaJ. 
Otrtcj 
It t» i», S to » aa« T U • 
1« a. n. to It aa. 


THURSDAY EVENING, 


^ 


+ 
t• 
• 
+ 


Oakland Tribune 


Every 
evening 
and 
Sunday 


morning. 
Delivered by 
carriers. 


SSc per 
month. Including. SUN- 


DAY TRIBUNE. One year. $7.80; 
single copy, 5c. 


„> Entered at 
Oakland 
Postoffice 


aj second-class matter. 


Sample copy free on application. 
Publication 
office, 
TRIBUNE 


Building, corner 
of 
Eighth 
and 


Franklin streets. 
Telephone Oak- 


land 628. 


Berkeley 
Office, 
2133 
Center 


street. Telephone Berkeley 180. 


Alanieda- office, Schneider's Sta- 


. tionery" Store, corner Park street 
and Santa Clara avenue. 
Tele- 


phone Alameda 1660. 


Managers Foreign Advertising, 


Williams *. Lawrence. New York. 
Suite 
702-703 Tribune Bulldlnn; 


Chicago, 1324 Marqtictte Building; 
Will T. Crasmer. Representative. 


_HELP WANTED—MALE 
TRIBUNE. 
M, INT 


•AX Intelligent, smart tidy boy about 


i' tyFa™3, °C ase" 
BS" bellboy. 
Apply 
hotel Metropole, IZih and Jettereon sts 


A-BL-STTE-LHAN Wanted-Steady 
posi- 


tion lor ifooiI men. 
Apply c. J. 'Heese- 


jiiuii, Mi to 1117 Washington St., Oak- 


A 
J.AltUi-J 
corporation wants several 


competent mechanical 
draftsmen 
for 


s>te;idy position; address, giving- age 
f.-o!"'1,,. !!" ani1 salary desired. 
Box 
Uti. Tribune, Oakhuid. 


TO SUBSCRIBERS. 


SUBSCRIBERS 
FAILINC 
TO 


RECEIVE THEIR PAPER WITH- 
IN 
A 
REASONABLE 
H O U R 


AFTER 
PUBLICATION 
WILL 


PLEASE 
REPORT THE 
SAMF 


TO THE TRIBUNE OFFICE BY 
TELEPHONE AND A SPECIAL 
MESSENGER 
WILL 
BE DIS- 


PATCHED WITH A 
COPY OF 


THE TRIBUNE AT ONCE. 


BOV with grammar school education to 
mako hiniself genc'ralli" useful. 
J. -W. 


I.i-avitt & Co., :;;u 12th st., Oakland, 


BOY" for 
generai 
ort'ice workl 
$5 per 


__«i-'ek. 
Address Box J59S Tribune. 


COACIIlfAN fiimiilar with" OakiamTto 


drive, cure for horses and 
grounds: 


must be willing and competent. Ilef- 
ercnces required. 
Address P. O Box 


514. 
Oakland. 


WHERE THERE'S SMOKE THERE'S 


MONEY TO LOAN 


MONEY LOANED 


'J2i**!!S?t'i?rnl!*ir*' Insurance oeUd 


'confidential; no wain 


_ 
_ 


DUI.'G STuiiK manager, must be thor- 


oujrhly competent; answer ttllly 
givo 


KXE'IORT newspa|ier~ 
v.'m-k; JO per cent. 
oltcitor; suburban 


Clood conditions. 


YOM Cam 


TELEPHONE 


A "WANT AD" TO 


Th© Tr! to in in© 


One Cent a Word 
Each Insertion 


t lines the minimum, 15c dallj. 


:M\ advertisements Intended for con- 
tinuous Insertion under heading: "TOO 
LATE FOR CLASSIFICATION," lOc a, 
. line dally. 


Classified 


__ 
; nsi.-iit to work amonsr buln~- 
only; 
KOotl pay. 
Business 


JMAIEDIATBrjY-YounFnnen^To^mTallfv 
foi 
the following government or civil 


service 
positions: 
gangers. 
Custom 


Mouse, Immigration and 
Chinese In- 


jjpi-i.-tors. 
("all or write at once for 


II , 
c:lt:'losue. 
Classes 
at 
ottice. 


Pablo" ave" J' ' '° S' 
Koorn "• '- Sa-n 


M;>^ I«-os«CT~ioT Indies' cloak and suit 


rnVn't "\ ' l"1™ men f"r Sllk "epart- 
i?™.. 
,-,PP I y, meager, Abrahamson 


FIRE 


W 


hen you see the towering funnels of the factories 
carrying the smoke sky ward, you know that all is 
throbbing with industry inside. Just so in adver- 


ASj?g< 
you see a newsPaPer: crowded with Want 
Ads, you know that it Is a healthy, profitable medium 1[ 


ONE CENT A WORD A 
DAT. 


Every Evening. 
THE TRIBUNE 


Want Ads. Buy and Sell Real Estate, Find Employment, Locale Lost 


Largest Erer.ins Paper on the Coast. 


,^i7TL. • •»«wcj fen-en- same nay mm »p* 
««<*!• *«e«hr«d: )ow«t rate* easl<*t 
V^ vli "* <*ar»re no commission*" 
*t% Sf* "4?est «nd Iarre»t t-ompaoT 
« of *,<w Tortt. Call, write, or pbo«* 


EASTERN 


BROKERAGE CX) 
"** w««»>lnefon street, room's S» ani ZL 


-.--linns until t p. 


"tti.™*" ~r»1>«l««%o offices— 
jT«re« stren. n« r Klllraor*. 


LOANS OF MONEY 


alnou'" 


etc. 


ton. 
TCo 


without 


>- pav- 


HELP 
WANTED—FEMALE. 


(Continued) 


LADY who understands art embroidery 


and stampiiip. 
Apply Mgr. Abraham- 


yon Bros., Oakland, - 


OAKLAND 528 


. T 


, 
No Telephone Charge 


• 
All advertisers should retain 
counter 
checks given, as no mistakes 
-will be 
reclined without presentation of these 
recBlpto. 


Advertisements ordered 
"TIM Forbid" 


•re accepted with the understanding that 
they will be published until n written no. 
tlca to stop Is received at office of THE 
TRIBUNE. 


„,.;,,T~'rEri'.,'-'xplJ''i£'nceU' must have «- 
u , 
r ,,;!r 
y' .P,1"1"1""1'"' in Oakland: 


bool-k-erI,--'' 
r "^."PaPer copy or 
•in-,,!" !- ? 
l-i-'-'feiTei], 
immediately 


v'i°•.»'„.,'. i iilt hilve doae- oan c'o, 
T r i b m . e B ° X "^ J{ranch Oftire' 


y's 
I-odS'nghouse; 
single 
_pj;r week. 
775 7th st. 


nil kinds 
Oakland—Help 


or 18 
W.AXTED—Two smart boys, 17 or 15 


years old for office work;' good salarv. 
Apply \\estern Union Telegraph Co., 


^-^N'M-D—Tn'o lumber inspectors; only 
thoroughly competent men with tre- 


•bu'iUlfn^ "eCd apply- 
Room S7C Flood 


M1LJJNBRV 
apprentices 
paid 
while 


learning. 
963 Brdud'S'ay. Oakland. 


MIDDLE-AGED 
woman 
for 
general 


housework. 
2 In family. 
Call morn- 


ings. lt)5(i Grove st. 


JLOST AND FOUND. 


]7r*,, , luVVAJiIJ-rj0st Iast 
Thursday. 
on head locket with small diamond 


v1 "i°vh and ruby eyes. •'Return to 
OaHarV market' K3 Washington-si.. 


FOUND—Two colts ut 2d and Market; 
sorrel and iron gray. 
Inquire at L. C. 
Sheldon, 2d and Market. 


FOR SALE — MISCELLAN- 


*» EOUS. 


A;?°°St.C017 f°- sa*. with calf. 563 E 


N £AT, reliable v/oman for 
housework 


and assist invalid; no washing; small 
I!at; references. 
S51 Fallow St. 


OPERATORS on power sewing: machines. 


Apply Reese Water Proof Co., Frult- 
_vale. 
Phone Oakland 344. 


PKICSSKRS, also spotters, wanted; good 
wages; steady position. John F. Snow 
Dyeing- & C'leaning Works, 47th Grove 
St.. Oakland. 


— •".. 
rv. nuu 
jwillJieL. 


FOUND^-March ..21; light skirt In Oak- I 


land creek; water logged; owner can 
nave sume by paying expense of flx- 
i?.?L ^.l!!',- ,Al'P'i' s"'. Morning Star. 


watch. 
Owner can recover by Identi\ 


13'ins anil paying expenses. First house 
on Chnrlea st.. Fitchburg 


WANTED—Man. to clean brick. !I35 Kirk- 
_ham_st.. bet. 9th and 10th sts. 


'•WAN 


BUSINESS CARDS 


JAPANESE HOUSE-CLEANING CO.— 
Mattings nailed, floors scrubbed, win- 
dows washed, gardens watered, etc. 
Phono Oakland 5371. 
934 
Telegraph 
ave.. Oakland. 


PERSONALS 


A Great Adviser 


' SHERMAN 


Psychic Palmist 


—AND— 


CLAIRVOYANT LIFE 
READER 
Irrevocably correct lifv readings; satis- 
faction or no pay; daily from 10 a. m 
to u p. m.; life readings .Vic. 
1. 


' • ' lOTIt STREET. 


_ 
. 


WANTED—A soo.i ro.il estate salesman; 


very liberal proposition to the right 


_Pn.HtyL_Ajl(lress_13o_!c_No._^5C9, Tribune. 
WAXTKD—Man and wife toTake charge 


of men s L'oc lodglnghouse; simill capi- 
tal required. 
Address Box 15GS Trlb- 


•WAMfi,D—Two grocery salesman; none 
but first-class men need apply. 
Gro- 


cery Department. Olsen's Market Jne 
"tli and Washington sts. 


KBLIABLK girl for. general housework 


and" cooking. 
Good wages, small fam- 


ily, small house; call mornings. 
271 


f>lh st. 
Downstairs. 


SALESLADIES" "for clonk and 
suit de- 


partment. 
Apply 
manager, Abraham- 


son Bros. 
" 


WANTED 
Bright Young 


WANTED—First-class drufr clerk, apply 
Jackson Brothers, 14th and Market sts. 


ARRIVAL 
of 
oldest 
palmist and card 


"•eaiier In America: ladies L'oc, gents 50c 
S56 Broadway, suite 17. 


CAROB 


Cures rheumatism, kidney and liver com- 
pla!ril> stomach 
trouble r.nd constlpa- 


' tlon. Send postal for full Information to 


CAEOB, 129-131 Telegraph ave.. Oakland. 


- -n apprentice to the candy 


r'en-s'' 4™Ht13t'e °VC'' I= yearS °£ aSC 


WANTED—Young man for grocery store" 
—:'••.xPent;nce desired. Box 1580, Tribune. 
\\-AXTED—EWerly 
ninn 
wiT5 
{m7ie"r~ 


stands care of horse and eows. 
Must 


not drink or use tofcac-co. 
Mrs. Mont- 


gomery. Beulali Orphanage 
.Mills Cnl- 


'°ge. !'• O.. Cal.. Phone Vale 23". 


To fill positions where permanent emyloy- 
ment is assured to right parties; clean 
work, reasonable hours; good renuraer- 
atlon. 
Apply business manager, office. 


~ 
~ slephone aira'd 


Telegraph Co. 


1270 
FIvAJS'KuN si1., OAKLAND._ 


W A* . 
~~ 


^?J—One oak rocker between rjih ave. 
and Pcralta ave.. School st. 
Finder 


?im . 'T 
i i^,o *.4 rewar<3 
»>• returning 


Mofr~ , i Se" Center st. and Oakland 
MOJO, a lady.'s small green purse con- 
taining about 5107, on the Vlo local 


Z["tab}y ^wanled if 
Cypress st.. Oakland. 
- 


ADS'En:ltfw,eIer's safc; alsn iarse fire 


BoK^HsT^h,^' medium s!le" »40" 


- 
1 "en char*es' Cour- 


-Call, write or phone 


HOUSEHOLD 
'RELIABLE MONEY LENDERS." 


LOAN CO. 


14th 


earner or siSSS"" Vlnk ot the wa««" 
Bentleman iavh? ernpjo5',e" 
Any **«y or 
can oneh.n^, *. "tcady 
employment 


lateral m2?*JfCO'Jnt with us without col- 
obtsln: 
-tc**e »r Indorser. 
You can 


M 


n, awrl>\ s""-aSe pianos dirt 
tehpad Storagg. 405 San Pablo 


OOIJ 'Curn>ne Work, _ 
if?1"1 Pre3sel5 
art 
mouldlngi: 
composition nn<J 
jjlaster 
caps, 
band 


EGGS-Thoroughbred 
W. Leghorn set- 


Fnfitvalc!3 ^^ ^C' "^ PeraUa avi:" 


MEDICAL. 


experience, tito 
rithout 
mi* 
obntlnste. awag* 


•.", ^—-TTW. where •.!! otlMiv 
.--—.,.. ....^CB ijiiff th^—safert—*nd—««••• 
«t-ra»n to conrult whtn you niSl tSSf. 


i"««r*Kilntm»nt. mln. mM- 


*n< rot 
i« -»rt and b* 
»>«PPy remit*. 


D?i C,-,,C- O'CONNBLU the ) 
T.-l'5-. *$ ,wnm".'!'s dlseanen 


McAllister. San 


s* 


" 


LENDING MONEY 


Fire-Proof Safes Cheap 
All styles and makes; large stock; new 


and second-lmnd, J« up. L'l-23 Spear St., 
San Francisco. 


Wll 
Be: 


.,'• female, orange and white with 
iite collar; return to 2427 Prospect 
'-Kcl'ey. 
Reward. 


.i,)lHur~""-c, »•, ™wara return to 
.\gelton. Seminary 
ave 
1st 
' 
boulevard." 


~~= ? 
-Mlom6' wlth Sold floral de- 
n n' .m'1'1 pcarls' Wednesday night 
,^-K r"caleS- 
Pindw '"ease leave 
jBrovc_st._and receivfi reward. 


WAN"TJiID—Typewriter 
and 
stenog- 


rapher; good pay. 
Keller Candy Co., 


:i7a 12th st. 


'\VAX'T free, enterprising 
lady to take 


active part in .official business as sec- 
rotary and treasurer. Call !)5D-B, Clay 
St., Oakland. 


r 
l 
, 
V5 ,reward r e u r n " 
wis. Haselton, 
Seminary ave 
first 


IioUKo_ljoy_ond_boule;'ard 


WANTKD— L'omiteient upstairs or secoi 


ijirl. Appiy to Ulti 1,'nion St., Alameda. 


iecond 


VOl'XG man to eoniiTct 
and 
set 
un 


stoves tor furniture house. 
4117 9th st 


Cal.. with Gardiner-Mitchell Co. 


CHAS. LYONS. 
The London Tailor. 053 Broadway. 
Suits to order from SIS up. 
Trousers to order, from $5 up. 


San 
Francisco 
Stores—1432 
Flllmore 
•t., 731 Van Ness ave. Firm established 
30 years 
DR. ADAM LYONS, practicing jihyslclan 
(late ot St. Paul, Minn.), has offices 
in The Dundas, 17th. and San Pablo. 
Female diseases a specialtv. 
Phono 
Oakland 0044. 


<QEO. ARNOLD 


ai EDI un 


BS3 37th St.. bet. Grove and Telegraph, 
tells -everything, or no pay. (Phone.) 


GAS CONSUMERS' ASSN. retluces~your 
bill 20 to 40 per cent. 
HOG Broadway, c 


I WILL not be responsible for any debl 
contracted by H. - J. Warren after thi 
date, March 2Gth, 1907. 
E. \V. Rine 


10S2 
56th St. 


YOM eg: Meo. 
Waeted 


-Exiiellcnt opportunity for brig-lit ener- 


getic young- men who desire permanent 
einploymt-iu 
to become Identified 
with 


§',"'. ot ,,t!"' ''"'Best corporations in the 
btiui-. l rospoctivp employe must be r-ble 
tu ln^•^st ?L,((), jLiul furnish referenens nf 
responsibility. 
The demand la UmlteS 


Cal! 
at once. 
Railroad fareguarante.nl 
lo an intending- permanent employment 
to Investigate merits of proposition 
Apply 


THOMAS & VALB1ERQ 


!to7 IJroadway 


het. 7 and 
10. Thm-srlnv evening. 


WANTED— A girl for general 
house- 


work; good plain cook; good wages; 4 
in I'amiiv. 
Call mornings. Telephone 


Berkeley 1S71. _ 2242 Carlton St. _ 


AVANTED-^A competent 
woman 
who 


can give references 
to do 
upstairs 


work and help care for two children. 
Address .2643 
Hillegass avenue, near 


Derby. _Plioue Berkeley 1585. 
" 
WANTED—A girl to take care of child 


4 years ot age. 
Apply 2S7 Euclid ave., 


Vernon Heights, or Tel. Oakland 4603. 


WANTED—Educated young 
ladles 
to 
enter training school for nurses. Bel- 
vedere Hospital. 152 North 3d St., San 
Jose. Cal. 


WANTED—A girl for cookine; and gen- 


eral housework; small 
family; 
good 
;«'Ses. 
Apply mornings or evenings, 


WANTED—Experienced girl to walt~on 
table and attend counter. 
373 Tcle- 
_graph ave., corner 20th. 
WANTED—A 
first-class 
finisher 
on 
coats. 
•ISB_Stli;st._H._No. 4. 


WANTED— A 
Slfl "foi- 
candy" 
factory, 


steady position; apply after 10 a. m 
Lehnhardt's. 1159 Broadway. Oakland 


liberal., reward" '° E'kS' lo*e*"™om*l 


Jor 
o 
r 
murnln8_io^?7 5th st. 


L?hJ^"2- ™Iua5'e diamond l7r"Scr:e7nn 
•o^Mfc„ 
M^&^^b?^»s? 
KS?y. •%&%<? E" B- Bu" "« 


.. 
-•••"'vwtjuutt\i 
»* , IT. cocli- 
rells. 
All the finest markings. 
Rea- 
sonable. 
5!i3 59th st. 


FOR SALE—Irish water spaniel pup 3 


months old. 
;253 Central ave., Ala- 
meda. 


FOR SALE—Cushion tire runabout 
16"6 
Grove st. 


OSBORNE LOAN CO. 


;*,«"« llbera, Io.a company to dea 


fi SALE—Male fox terrier pup-ies. 
02 San Pablo ave.. Oakland. 


FOR SALE cheap—One Xational Cash 
Reerister; almost now: 2 Reliance slot 
machine?. 
1050 Broadwa> 


FIRE and burelar proot.Mfes; net the 


old reliable Hall Standard Safe" man- 
ulactured by Herrhig-Halt-Ma-Wn Saf» 
Co. Ample atocks. ill eizes. Office Kl 
Broadway. H. C. Semple. Airent. 


GOOD cow for, sale. .362 32nd. 
HOUSE tent for sale, 14x16: 
bargain; 
suitable for 2 persons. Apply Sth ave. 
and 14th St.. East Oakland. Saturday, 
March .".Sth. bet. 4 and C o'clock 


AB™°a^^-,r^o!oIn|5IoIISlS4I'earI RMS' ™ 
E^P,. ^URICE. sclen-flflc treatments; 
st., room 14 


HELP WANTED — FEMALE, 


AJFATEURS. 
both 
sex. 
experioncod 


cnortis sirls. juvenile performers; lady 
\-audf>\-i!le pianist, at once. 
Prof 
iT 


Henry. 
Vaudeville 
Contractor 
9"i 
Broadway. 


,\ AN I'ED— Reliable girl for second work 


References required. Call before noon 
Mrs. James Moffltt, 22d St. bet. Wcb- 
ster and Broadway. 


WANTED— A Swedish or German girl to 


do: general liouscwork. 
11-IS Union st. 
__0akland._near ll'tli st _ 2Jn familv. 
V'ANTED— Girl 
to 
assist 
in 
general 
_jiousework.Apply 3S5 :i4th st. 
' 
_ 
A GIRL for dining-room and chamber- 
__ work; _B.ood_iMiy_;_ pjhone 33erkeley 253. 
A GOOD cook: small fam'iTyT~so~od Cage's 


Apply to 724 _] 4th st^_cor1_qf_Brush st' 


COMPETENT s'ecoml 
siflT""wages~S3o' 


Apply 
]:iiil Jackson 
St.; tel. Oakland 


6360 
references. 


HIGHEST price paid for gent's cest-ofS 
clothing. 
823 Broadway. 
Phone Oak 
land 6195. 
c 


LADIES and gentlemen matrimonially in 
' dined can become acquainted by ad 
dressing Box 104D, Tribune, or Phon 
6198 Oakinnd. 


LADIES -who are suffering with i-alnfu 
or suppressed menstruation from colda 
. 
can obtain relief by calling on Mrs 
Clark. 172 Sth st. 


• MADAM LEWIS—Card reading, lie; la 
dies only. 
1K3^ 7th st.. room 2. 


MRS. L. F. SHdRT7~Trance ~Medlu7n 
gives truthful advice to all: affairs o 
life; readings daily. 
SC2 Jefferson St. 
Oakland. 


MADAME 
STANLEY—Clairvoyant and 


-, Palmist, gives readings daily and in- 
structton in palmistry. 1229 Broadway 


SIRS. E. M. MILLER—Automatic 
slate 
writing medium; life reading, spiriuir." 
healing, developing. 72 San Pablo ave. 
formerly of 2590 Mission st.. S. F. 


'-MISS M. A. BLO"EDEL—Sc.-ilp and facial 
massage, shampooing. 
1219 Broadway 
Phone 3154. 


MISS (F. M.) MAYNARD. electrolysis 


- 
scalp treatment, etc.. formerly of 'l"09 


: 
Bropdwa>-. Playter block, has located at 
.' 
4G6K 13th St., over Chinn-Bcrrett.Vs; 
phone Oakland 3S99. 


.. ,^«*>.u«.^ i^ WINDOW CLEANING CO. 
'•' —Special prices on weekly or monthly 
""-contracts for cleaning windows, mlr- 


. rors. showcases or scrubbing floors; 
neat work guaranteed. 
Office 472 10th 
»t~ near Broadway. 
Phone Oakland 
3719. 


5 =3/n\^ 
PLAIN SKIRTS CLEANED 
--."BklMlC Rm' Passed. 
Telephone and 
ttJ'\U' 
we will call. 
Golden Gata 


.'.- - 
. - 
Cleaning ar.d Dye Works, 132-1 
Ban Pablo ave.: 
Tel. Oakland 1337. 


SEE1 


Chinese Tea and Herb Sanitarium 


SK 7th «t.. OakUnd 


THERE.are many substicutes for Bos- 
ton .Brown Bread on the market: the 


-. E. B. B. Is the only original sterilized 
: bread: recommended by physicians as 
•' health-food: a mild laxative. 5c per 
loaf 
at 
groeoriea 
and 
delicatessen 
: fctores. Jlomc- Depot, 835 San Pablo. 
:.- Phone Oakland 7ygo. 


. MILLINERY. 


JTVENIJJS SCHOOL OF .aULLrNEBT; 
Mondays. Wednesdays and Fridays, ai 
lldl Adeline st. 


__ _ 
EXPERIENCED booltkeeper and cashier 
capable of taking charge of oflicc 
C.ill 


Frliin.v nt S n. m., S. N. Wood & Co 
llth and M'ashington. 
'* 


N'KItGt^TIC agent to work among busi- 
ness men only; good pay. Business Law 
ft 
o-ti-i'fmF 
0" R' 
31> 1185 Washl»eto!i 


FIRST-CLASS girl for general house- 
work, 
lamily of 3; one who 
sleeps 


home prelerrcd. 
Jlrs. Grnhn, 55 -Jgth 


St.. 
near Walsworth ave 


_ 
_ 
. 


WANTED— A girl to help with second 


F«A.NKIE WILLIAMS of San Francisco' 


ma4LBge?adWay- ™°m 
5" to the "^ 


ah?,hLNi? ??as??f'e alcohol 
oaths by English nurse < 
m..to r> p. m). 
763 Grove st. 


and 
tub 
m (10 a. 


LOU 
CARTER—Alcohol 
Broadwny. room 5. 
massage. 
905 


Mn*?-f; _J?C>!'''*'MAN — Swedish 
massaee 
m.-,u. Washington St.. room 41 "'u!>sraBe' 


|IANSEN—Swedish massaged 
608 
_ . , _ 
, _ ^ r s . 


MRS. E. M. MILLER-AutornltUrihUe 
writing medium; life reading, spiritual 
healing developing. 72 San Pablo ave 
lormerly of 21590 Mission St.. si F' 


Mrnfm ,H^0TUfG?',—Alcon"' 
MaSa^eT 
room 2, SC9 Washington st. 


WAN-TiSD-Oirl or middle-aged woman 


lor general, housework for two. 
ISO 
I-airview st.,__South Berkeley. 


WAN-TED—Woman "to 
do .housework 
lii^sband to board. 
B:)7 22d st. 


WOMAN for general housework, 2-1 


land i:;52. 
Apply mornings. 


\\AMlMj-lomig 
lady as companion 


one desuuus of good home; references 
wages; 
Box 15S3. Tribune. 


CIR1,S wanted—Parlor girls; no experi- 


ence necessary; steady positions; good 
wages. 
Lohnhardt's, 
1139 Broadwav 
Oakland, Cal. 


GOOD -:;irl for general housework. S10 


GIRL for general housework 
Call F 


day in to 4. 
2SC 9th St. 
Reference 


GIRL for general housework and cook- 
in?. 
4204 Piedmont ave., Oakland 
fr>! 
Oakland 5S75. 
- ^ - . 


GIRLS wanted 
sewinj? room 
(electric 


power.) 
Western Casket Co., 155 13th 
street. 


GIRL or woman for housework- small 


family. 
Cull 6«SO Telegraph ave. 


on-i~7r!TAi flllst"class glrl for cooking- 
and light housework. 
NE. cor 
Lee 
st. and Van Burcn; take Grand ave 


__c£.LA°Ji£P_5HJ-c!2nJione_Vernon 144 
WANTED—Experienced 
lady 
solicitor 
one who has an acquaintance with the 
best peopie in Oakland and Alameda" 
splendid 
proposition 
for 
the 
ri~ht 
party; pleasant work; good pay. 
Apply 


in person to Ed B. Webster. 510 13th 
st., 12 to 1 p. m., dail3-. 


WAN-TED—A second girl; Danish 
o 
_ Swedish preferred. 
1368 Webster 
st 


WANTED—Cook to assist with hou«e- 
work. 
Wagea S40. 6S9 scth st 


WANTED—A sirl for second work and 


waiting on table; wages 530. 1G25 Cen- 
tral avenue, near Grand St., Alameda 
Phone 214. 
i 


IRL 
tion. 
lliL 
Ins: 
Sum 


:IR.L 


for. general housework; good posi- 


Apply at KM llth.^St.. Oakland. 
~ 
. 


for general housework and~cook^ 
family of three; wages $80. 
1969 
mit St., near 29th. 


;IRL 
hous 
1274 


to li-arn dressmaking and tailo- 
'«• P^'™1 Dressmaking 
School. 
\\ ;whington._ over_the_Locc_Hotise. 
or 
middle-aged 'woman; 
light 


'nhrst fo" - adults; good home. 


URL, or woman as mother's heln 
165" 
Oth avo. 
* 


iOOD Laundress wanted. 
SID 14th st. 


:iRL 
wanted -for general 
housework" 


Wages 
530. 
Small 
family. 
Inc,uire 
mornings. 
Ij43 Everett 
street, Ala- 


\\AMED—A neat, reliable 
girl 
for 
cooking: ana housework; three in fam- 
ily; 
wages $30. Apply 3S07 Howe st 
plione Oakland 6327. 


WANTED— A 
young girl 
for 
general 
housework; German preferred. Sljfi Ade- 
line st. near Sth. 
. 
_ 


YOUNG girl wanted for general hou«e- 


work; good wages; German preferred 
Hennings Bros.. 351 (ilh st 
tlelreu. 


DAY AND CONTRACT 


WORK 


CI£h wanted; for general housework. 
21a3 
Santa Clara avp. 


GIRL for general housework: three in 
family. 
Si2 Mth St.. Oakland 


lOOD sir! wanted to learn the m-lntlnff 
and binrtintr business. 
Anplv 'Mvsill- 


Fhe"'^^ CIay St- Sil" ^""^o^near 


URL wanted for cookin? and hous»work" 
good wages. Phone .Oakland 1079- 
IA1R-DRS3SERS and manicurists want 
ed. Goldstein's Hah- Store. SIS Van Nesa 


QLL1NERY 
trimmers - and 
makers 


wanted at 963 Broadway, Oakland. 


ARE YOU GOING TO BUILD? 


The new way of building, cheap 
yet 


good, will interest you. 
W. H. Porter l 


contractor and builder. 
1457 Grove st' 
phone 2S3, Vernon. 
" 


MASSAGE and Alcohol baths 
looT" 
chanan St., Ban Francisco, room 3. 


Little Giant Motors - 


ilways on hand, ready to start at anv 
moment. Call at the Bonton Boathouse 
where you can see them installed in 
boats_at all hours. 


KENDALL. 
Agent 


^7-ri"SHvH?a1^ 
S'S"™'S5»S«1SSo5: 


r™Isktns fnrJ 
clothing. J?c ' 
' 


nnnrts. jewelry. 
and ffents* fine 
rates: ladles' 
fire and hure- 
mlses. 
Callfor- 


-^^^!SggOT?H. 


LOT of extension tables; 42 golden oak 
dressers; IS chiffoniers; -also lot of 9x1" 
rugs at 'A price; special this week; com- 
and save money. The reliable Oakland 
Auction Co., 403 Eighth st.. neanFrankr- 
lln; phone Oakland 4479 


MILCH.-cow for sale; excellent for any 


family. 
A bargain. 
Two blocks north 
s ° 
L i r c o i n avenua' 


MUST sell $,0 clrophead White sewing 


machine; t!2; perfect condition. 
6C59 
Shattuck ave.. Oakland. 


0«y.n-e?r?bauPneerSOmce.EaIe to "y """- 


American 
Loan-Jewelry 


Company 


909 PapAUtVAY. 


FROM BOO. anyDU 


By The Power of Clod 
" 
* tent «very d a y a t 2:30 p . 
tw<en 14th and lsSl 
. 


Houisehold of QoJ 


EDUCATIONAL AND 


MUSICAL 


E 
MVERS—Piano 
Studio 
st- Hooms 


ErfSi^f11 '"^'-S-CJvli. riec.. mln.' 
'vin"jrv'5"; «*'»y: " 


> 
, 
' Oaklana' 


ColleKe. 
Bacon 


^^flrl^^ -N?TITUT* 
PRIV^ElNOTRUCT^y 
pElFiH'^7^'«dy 
P^er-nS 
??« «f 
r° 
work; 
tcrn™ 
moderate- 
avILoak'iarr.r^^-" 36° F="™°"t 


Pand""'£ 'l 
1"h 
SFO"s .'" GJJnTar^FrJnch 


Berkeley iru mnderate Prices. Phon« 
"- ^rch Ft.'. r5rth*SBe'rk4ev'1ClCrS*n> 


^?5AoLfDnAln. g>^lch"'8'T'TOT" 


^"Xr; man 
bepinner, desires prlvat** 


'SJ.-?"?!7!';;1?-1";'.""^"1?' m»?ic. V.--MS 


O\ PIANOS and furnltu 
no commission; no 
Ilshed 20 years. 
E 
Pierce, cor California 
Konelli. '00'- 
KLAND LOAN ANtT 


V? 11 "r"nave *: neea but one. 
Snap 
Call before noon and after 6. 
SOS 37th 


SBCOND-hand 
doors 
and 
windows. 


38of E 14th 
' flXtUreS" In«ulre M-i 


SCOTCH collie pups for sale. R. Thom- 
son. 865 58th st., Oakland. 


.ECOND-hand press, also shafting 
pul- 
leys, hangers, cheap. 
2127 Center St 
Berkeley. 
Needham Co 
v-e:uer bt- 


SAFES—.Herman Safe Co 
acpntK 
i 


Neal & Urban safes. 
U6 i^Kotn 


^?7lh t£'&u<£S*. f°r — 
1322 


TO LOAN on first rnortfra«es 
hv nrT 


SS&.PCRT 
Ad<5reSS L' ^°X' 82' ^ 


DIAMOND^ JEWELRT CO.. 
SIB 
- 
O 
B 


^BUSjj?i;S£, CHANCES 


LUTl'RELL & CO.. 5S-5> Bacon block 
Tx.an>. on real .state. 
Building to",! 


MONEY loaned salary people and others' 


upon their own names without secur- 
Itr; cheapest rates, easiest payment*- 
offices In 59 principal cities; tave yonr- 
' 
our terms nr»t 


DON'T bjrrow on salary until you se* 


me. 
K. A. Kewton. Ci; Union Savlnri 


MISS 
CARIILLE 
NORWOOD 
alcoho 
massage. 
Room 15,-. Pacific House 86 
Washington_s_t. 
' 


MISS" 
i(, 
Geary St., San Francisco, rooms 6 and 7 


MISS SHERWOOD—Massage; room" 
Eaclflc House. SC9 Washington st. 


MISS 
CLIFFORD—Alcohol 
Room 11, 419 6th St. 
.. 
massage 


Suit* 


SITUATIONS WANTED 


MALE 


A YpTjNG healthy Japanese wants 
position as waiter, ?S 
a 
week; 
a 


boarding house In this town. 
410 7th 
st., Oakland.. Y. Nishlmura. 


AN experienced Japanese gardener wants 
a permanent situation in a private fam- 
>'J' m Oakland.- Berkeley or -country 


A GENTLE Japanese wants 
work 
a( 
night for a nice room. 
No 
wa"es 


??.Hed>. B-Vron ; °la, . Jap Mission 767 
loth st., Oakland. 


CHAUFFUER who Is also'first-class me- 
• chanic. desires steady driving job. 
Can 


give best of references. Box 1210, Trib- 
une. 


fAPANESE young- boy wants position to 
do honscw.ork or little waiter In famll- 
or small hotel, city or country 
Ad- 
dress prank Uye> 7M Webster sj._ Qak. 


JAPANESE couple wants situation; man 
cook, wife waiting on table. Tel Oak- 
land S755. 
475 24th St. 


OPEN ior engagement April first, a man 


who is thoroughly familiar with' the 
subscription and Installment business- 
very best references: age 33; married' 
good appearance; strong and ener- 


Tribune. 


CHIMNEY, mantle or other masonry 
work. 
S55 Clay, phone 6717 Oakland. 


FOR tinting, papering and painting,-• rea-" 
sonable prl.cfs. Address Corb'ns Tam- 
plin, 2059 Market.St..: 
. 
.. . 


UPSOLST-ERING.-- 
furntturte 
repairing 
_done at your house. 
467 6th st. 


WANTED—A few more houses to^plas: 


ter at once. W. A. Whitman. 553 39th 
St.. Oakland. 
Phone Ottldand S6S9 
" 


EMPLOYMENT OFFICES 


CUTTING & GUNN, INC.—Genera! em- 
ployment agents. 114 7th st., Oakland. 
Phone Oakland 7991. 
\ 


JAFANKSE employment ana houseclean- 
Sas office. 319 Ith st., phone, Oakland J9U 


TWO firsi-class carijent«rs.-and finishers 
rhoroughly'-posted in -. everj-' kind 
ot 


w_ork, want work by contract. 
Can 
give references, from -builders. 
Ad- 


_ dress or call; at. 1082 E, .24th.St., East 
Gskljmd.' 
'' 
' 
• • - • • * 


\OUNG man.- reliable, references,* would 
.like to learn'to-be, an electrician. .Box 
' 1571, Trjbune." 
.-.-.-• 
•: 


TO UNO 
laying- hens! 
Plymouth 
Roclt 
_eggs; tl per setting, 
son E. ?sth. ,t! 


WANTEU—MISCELLA N- 


EOUS. 


The .Old Pierce Cyclery 


Wants Second-hand Au-.omobllea 
from «00 up. 


2SO Sen Pablo' ave. Phone Oakland arcs 
Iriel. Ca'Ty '"" !'ne Ot blc!cl?' •"« •«• 
DELIVERY 
horse 
wanted; 
must 
b« 


Dei-aitinent. ^fene"'"'™ C>™«& 


MONEY WANTED 


WANTED—J4.000 loan on gilt-edge Oak- 
land 
residence 
properly- 
See D. A 


Knapp. 952 Broadway. 
Phone 
Oak- 
land 
(>'04r. 


Mem Oirafly 
, 


tS, 
do"eEU'.,;:' i^r &% 
r 
nono"^j- 


arnwnt'""6'''1''^''. '° rakc interest lo t*>« 
furnish ?-i;:tfactory rrferaicrE. 
Steadv 


rSfirn5"1?™1' 
'llciilti^ ' remuneration 
Railroad Jarp free to those t>?coni1nc 
Interested, who desire to thoroughly in- 
vestigate the matter. 
Annlv to 


THOMAS & VALJ3ERG. 
!~ Broadway 
and. .M._Thur«day o\-enlny. 


Telegraph ave. 


P4PTV , hv"'""*;?8 CHA^'CE. 


IdVT J ^ Ta" """a' has fine op- 
sen "J y M" niy 'gwev for the best 
?£?. S. 
^"'- on 
p»e'nc Coast. 47S'i 
10t.^fcl., RO..HJ 34. 
Call bet. 7 and'§ 


WANTED—t2SOO loan two (o five years, 
real estate security, net eight per cent 
.annunv Bor 1561. Tribune. 


SITUATIONS WANTED 


FEMALE 


A 
GOOD strong woman wishes 
any 


kind ot work by the day. 
Box 1C15 
Tribune. 


DON'T sell your househ&lfl roods urtll 
"-«. see J. Colman. 412 llth st. wheri 
,. »ni realize most .'or It 
---"* 


DlAJ^£S^7lI^I0ND%rH'she 
prico 


I AM paying absolutely the hlshesTnrlce 
for your second hand furniture. 
Deal 
ere -not wanted. Address A. B p o 


IF ^OD must have the roost money for 
your furniture, merchandise, etc 
<Sll 
up Oakland Auction Co., Moysel * 
Meysel. -Auctioneers; they will pay you 
the cash or sell on commission 
4(5 
Eighth st. at Pranklln; phone Oakland 


LARGE lot of general merchandise want- 


l?.^™oncS... f<£ 
Nevada. 
Goldfleldi. 


'—A business bus 


A -iKUsl.'WORTHV housekeeper and is 
a soort cook, wishes position. Call or 
adciress 707 Cth St.. Oakland. Mrs. Luel- 
len. ___ 
. 


A RELIABLE" woman wants work for 
the afternoons. 
Address, Mrs. E. S., 
Alameda postoglce. Park st. 


9J'^ 
,,,botel» !R,, *ourtehlnir Interior 
tow-i; 
old 
estnblis:hcd 
and 
pavlnc 
bus ness, 
w.th prospects of unusually 


lively, summ.r: will fell furniture fix- 
12-M avd ffix>d wl" of *»»<!ness for 
!». ?' 
V°" 'an v"nk<? mor"?i' from 'the 
?»•*•» 
For partlcutars address, 
Th* 
«. A. Mackinflpr 
Co 
In" 
Estate. St. Helena. CaL 
' 


EXPERIENCED stenographer and type- 


writer, of good 
appearance., desires 


position as private fecrelary, rella'ble 
and accurate; owns machine, highest 
references. Bos 1586. Tribune. 


EXPERIENCED 
German 
lady wishes 
position care for child and help with 
second work. Please call 1166 Market 
_St., Oakland, corner 14th. 
FIRST-CfiASS bookkeeper (lady) wants 
position; had charge of books for gen- 
eral store carrying $70.000 stock- ca.n 
Five first-class references. 
Box 1572 
Tribune. 
' 


LAUNDRESS^ wants d»y work, 
phone 


Sate.Crackcrmc£ri!^an^G<*!«> 


WANTED—By reliable woman, work.a 


few hours day or 
evening, 
dlthcs 
kitchen or care of children. 
Address,' 
box 1676; Tribune. 
. 
_. 


WANTED—By a. • relfible ^«>man, a po" 
sltlon for boueework In small tamllv- 
Box If.18. Tribune. 


DO YOlJ WANT 
A NEWSPAPER 


in Southern California, In one of tb« 
best suburban cities of Lo. Angelei OS I 
.Y. semi-weekly that it making a good 
thing for own<r, In a flret-claM eft™, 
and walnut section. A college town »nd 
residence city ,,f highest Clara. 
. 


Good Job piait, 
l 
machine, cylinder 
press; everythlrc first-class. Owner mu«t 
sell account of health. 
, 
upt 


Addreas for particular* 


J. C. ARNOLD. OAKLAND TRIBUNE 
FIRST-CLASS saloon fqr sale- mutt ba 
be sold by A;>ril 1st. 
'Inquire «-« 16th 
St., bet. 7tli and 9th. mornings. 


FOR SALE—Olrf established grocery". 
location ;Teccl|>ts about. {50 per day. 


FOR SALE—Gtnts' 


-Ing a busine: s of 
- 
, 
p 
Grand opportunity: must se 


«ore do:.' 
per 
month. 


I WILL s»M y.«ir biwlni 
house 
Drop <ard. 


lllj> Broadway. cor 


PRIVATE p, 


monde;»fro 
ers. 
Cttk 
mo: 
ers. 
call. 


partj will buy a few ai,L 
om private parties; no o>3- 
. write, o r a 
. 
Adgre..s Box Ulg. 


YODNG-man- of Boort character 'would 
like:-position . as clerk 
In retail 
or 


wholesale house. Box 1619. .Tribune. 


TpT'NG- .T.-r.anese boy will no plsln cook- 


SEEDS AND PLANTS. 


3EED3 AND PLANTS. 
Roses, fruit trees, raspberriea. 
berries, logan berriea and reliable 
Oakland Se»d « Plants Co. Main itor*. 
nth and Grove at*,; phon« Oakland 637. 


. SAJNTEBS/nnd DECORATORS 


•:»'». s. Kennedy fc Co. 
All 
w*,»>lr •-nt^i*M*n*lH . _&^ 
^ . . 


- 
• 
• 
•?.•••;.- fVTMiiieay . ^ UO. 


All 
«-ork_-pron>ptl3r. attended -to: ertl- 


gSgrfBri*1^1. "*.'?* '* -a 


, c,r iV *,*»"•» -^iiijifi u.aa jonoinc. 
1515 
Market »t-. phone Oaklanfl 77M.- 


r 
San Pablo ave.- Phnne OaHland 7f,«: 


TODD * PETTlaROVE — 


. 
MT*. 


YOl-Xtt !ody stenographer would like 
position; understands some bcokkeen- 
ing. Phone_Oaklatid »?M._ 
_ 


YOUNG. jady stenographer with experi- 
ence, 
wishes 
position. . Reasonable 


'- 
Address E. A. T.. J4S7 High 


AGENTS WANTEDT 


•n-AXTED—To \ uj> «opd t,utcher nhooU 


Oakland or stburba. 
State DrfoTiili 
localltr. 
Box )8i«. TrlbS»> 
"* 


AX3ENT3 and solicitors for a legitimate 
end reliable company; Hg returns to 
right parties. 
Room M, Bacon 
Oakland. CaL 


."GREATEST Invention";, -Phoenix Gas- 
ilantcl Pr*»er\-er; savn many doll»r« 
jnd,-will, be bought et eight: eatnpie 
we; enough t<> prepare over -100 •tn«n- 
^y< 
- 
"•-•n 


CT1 


agents; men or 
— »j»j*=- «^c<(i.a, . in 
thlnar for live ai 
f. Albany BI«ek. 
tdnr. hoan 7 


room »7. 
•MS aroadwar; 
1* •- B. t* 4 


WAN'TET)—Part.-'with |1S.«»0 to 
llir^^*^1' wnT "" 


THURSDAY 


HOUSES AND ROOMS 


WANTED. 


K or (He room list or cottage; cen- 
'tral Oakland or Alameda, adults. 
A-l 


references. 
State price. 
Box 168i, 
_Tnbune. 
SUNNY suite or two rooms with two 


bed»; privilege of bath; located within 
four blocks from Brush and 14th. Rel- 
crence given. Answer care of Tribune 
offce. Box 1595. 


\VANTED-3 
futnlshed 
housekeeping 
looms 
Apply W. N. Hawk, 322 San 
Pablo ave. 


VED—About the 1st of April, ov 4 


lined young ladies, with 
Hrst-i lass 


_!icrcncefl, to rent a furnished cottage 
or flat of 4 or 5 rooms, within walk- 
ing distance of 12th and 
Bioadwav 


Call up Oakland 4100. betncen 1- and_j. 


A\ ANTED—By >oung lady (empk»>d). 
sunny room with light housekeeping 
privileges. 
Close in, rent reasonable. 
Address 1250 Clay st. studio. 


FURNISHED ROOMS TO 


LET. 


A FINE apartment, 4 rooms and bath 


complete; close in; rent 5G5 per. 


1115 Broadway. 


Room 


A NICELY furnished sunny room, run- 
ning water, electric light, 563 :9th St., 
bet. Telegraph ave. and Grove st. 


A LADY employed during flay can hava 
a pleasant room with home comroris 
in private family. 
Box 1558. Tribune. 


ELEGANTLY furnished roorns in pri- 
vate Iiome. 20th and Harri«on_sts1 


FC'RNISHED, Sunny front room 


Mail'.et. 


T12-A 


FOR RENT— Two nice-furnished, Pleaf' 
.mt rooms, single or en suite, close In 
and near both locals. 
810 Jagk8on_8t. 


FURNISHED, 6-room upper 


_ 


r flat, with all 


conveniences; 
no 
owner. 1213 1-lth St. 


, 
children. 
ApplS 


"WANTED — Unfurnished housekeeping 
room In East Oakland, near 32th ave 
\ddrees 559 20th st. 


ROOMS AND BOARD 


WANTED 


]""> \RD and room, by an Amei icau, In 


J rench 01 German family; state terms 
f ul describe apartment. 
Address Box 


i7. Tribune. 


i n \ R D and room wanted by man and 


\iite in rePncd'place, will P*%_uf>..t^ 
^". 
host 
o* references. 
"~ 


FOR RENT—2 large 
nicely '""^hed 
rooms; near local; gas bath and phone, 
Board if desired. 671 Sth st, near Cas- 


FURNISHED rooms with bath 
608 Sth. 


rent— Nirelr-turnished front room. 


531 Merrimac street. 


FOR rent—Newlj -furnished 
looms 
fine location. 
Call 1507_J;Va.nklln_3t_ 


FURNISHED front bed-room bath, elee- 


tiic lights 
Phone Oakland 8000. 
S-« 


Grove st. 
_^__—. 


Box 13 


i,l.XTi>I5MAN wants refined honi 


\rmcnt forty" trains 
References. Ad- | 


rtrc-.s Box I5:->S 
1 ubune. 


V \N'rF.rr-Rooi,i~aivM3oard by 2 
• ounir 


x lo,,. N w 
ath and FranWln ats.-Jas 


! 
opened and centrally located; ho._ ana 


e, self. I 
cold water 
in every room; f«™ 


ten; open all 


n<-i', brst it rpiei 
n<ix 3331., Tilouur 


state 
terms 


night. 
A. 


~>,\ V.NTKL)— Bj 
ii mechanic, a fuinlshert 
loom ami board in Swedish 01 iterman 
tamilv. state price 
Box 15S3,_Til^.US?- 


V \XTKD-Room nnd board 
for 
lady 


with bov of six and Infant 
A^ril l«t. 


In 
vlclnitv of Melloae, or Frultvale 
Address 
stannK price pi>- iiouth. to 


Kox 15.!*, 'li'hunr- 


FURNIGHED HOUSES 


FOR RENT. 


FOR SAI/E—Furniture of a cottage of 4 
inonn and bath. ?130; ir sold imme- 
dmt^lv cottage to rent to purchaser. 
5.'4 lelegiaph ave: tel. Oakland 2841. 


1 OR RENT—Well furnished sunny 10- 
loom 
house. 
locitlon; 
utisutpassed, 


044 C'hctvvtjod st , Linda Vista. 


HOTEL ARLINGTON. 


Ninth and Washington: elegant room* 
single 01 en Euite; special rates to ram 
iliel, travelers un.l tians'.onts. Amerl 
can or European plan. 


LAMrTAPARTMENTS, 120-123 lltlll »t 


ne-viy furnished, fnfle and en sul. 
I'l one Oak'.am1 4:0!. 


5ffr1Fjnjnny 
_ _ 


~ _ f r p n t _ i ^ i o m . _ 5 Z _ 


NICELY~Tur"mIhca ~^nny front room 


innnlnc watei: suitable for two gen 
tlemen. 
918 Adeline st. 


r.irs and ti imp; jHill 
NICETtTmnT suite, opposite 
Berkele 


_ _ ,i:—Furniture of a 5-room cot- 
l,i!,'e. L.in he i^tltfd_to purchaser rea- 


^t 


Call after 6 p m 


Phone Oakland 5725. 


llth 


hou«o. 6 rooms, modern 


t nts. s'm all day, close in; 
sei'^i neighborhood 
See 
owner on 


purr, ISPS 
1J M\rtle St. 
_ 
~ 
_ 


r(jR~SAl7B^FurnHure of 8 rooms and 
bath 
?1000 If -.old Immediatelv. houso 


lor i"nt to pincha^nr, near local 
521 


rpkgiaph ave. _ __ _ 
___._, __ 


FOR'RKNT— A r.-ronm fTimiahca cottaup 
a mndfin .Vroom corner fl'it up- 


10 tlato 
land 


. 
47th and Shattuck a v e , Oak- 


IIPW. two-itoiv colonial. 7 rooms 


and hath, nbf'v nnil completely fur- 
nished 
iip-to-d.ite plumbing, no small 
drldlpn. Chp'rtnut st 
near 10th. $l»i 


l.nvmaiip(-_Rf-al_l-r-ltHtp Co. 160-462 Sth. 


SKVDx'KOOirfmniitied house, close In 
" Metropolis 
Improvement 
Co . 1,121 


Rro^dwa1" 
>^_ 


UNFURNISHED HOUSES 


FOR RENT. 


FOR 
RF^T—Nice corner home of 
6 
rooms nnd bath. 
Apply 2115 We«t st , 
roo 
cor 


FOR rent— Brand new 4-room cottage. 


hath-room 
pantrv . 
modern, 
. 


Mocks from 
Boikelcv local 
near San Pablo avenue. 
S25 


C 
If 
RickabauKh, 5>;17 


Ooldfn__Gate. 


I!Ol'SB~of 
l i t n st 


,statlo.i. 


Apnly 


Fremont 


__ _ ____ 


^ rooms. 1264 Harrison near 
Carpet* and stoves included, 


$60— LARGE 
new. modprn, eight-room 
house' 
benutifullv 
finished 
interior; 
larse back \ard with shed: close to 
business nonter 
Applv 
Owner 
15' 
Lester a \ e . Ka<*t Oakland 


MOniCUN 
S-room 
cottage. 
?45 
pp 
month 
~Mnc!crn, o-room lowei 
flat 


S25 nor month 
R 
K. Rlodgett 110 
_r_13>hj!t 
OX Oakl.inil awnue. nn elegant 
IPS! 


d* nee of S rooms and bnth 
Tolephon 


Oakland 
4S7J1 


•2WO-STORY hnuso. 
i> ronms and bath 
pn* ploctrlcltr lot 3~<cl27, plnelfd clln 
ing-ronm- STISO $100 clown, balance 
per month 
10 minutes' rldp to Broad 
mv 
1911 Chestnut st. near 2Sth. talt 


14th st car, no agents 


STORES AND OFFICES FOR 


RENT. 


Inn 
22_39JTel_Av_ci. 


EWLT fi'inN^cd sunny rooi 
for one 01 tv.o gentlemen 
st , bet 7th and Sth. 


\.'FWI.Y-tmmshea rooms, electric Ugh 


h.ith. 03!) 19th, near Grove 


HOUSEKEEPING ROOMS., 


N exceptionally comfortable home of- 
fered to gent and wife with a wMo*. 
Nicely furnished dining-room, kitchen 
and bright sunny bedroom. lAUndry 
with gas attachments, telephone; close 
to Key Route, on Filbert and 22d st. 
Address, box 1474, Tribune. 
URCHARD 
• APARTMENTS, 
i»6W 
Broadway; steam heat; dectrlc llrfits. 
bath with each suite; artistically fur 
nished; ready for o°cupan», Marca 
20th; 1 block from new Key Route Ho- 
tel amUetation. 
Phone Oakland Mbu. 


COMPLETE light, sunny 


housekeeping suit, rea- 
sonable. 692 24th St., 
near Grove, 


EAST OAKLAND REAL 


ESTATE. 


ear BAST ISTH ST. 


A business corner right in the center 


of Bast Oakland; the improvements arc 
old but pay $150 per 'month; the ground 
alone 14 worth moie than we ask; we 
have a contract on thie for the balance 
of this -week, the pi Ice will then be ad- 
vanced to $20,000. 
Why not buy before 


tho raise? 


INVESTMENT^ 
OIVEtTlOtNTS. 


^^IP^^^rKTy^! 


™,«,.-Tr*TT-eTi t^naokep^inff rooms. $4 ft 


8-room 2-ttory house, modern In every 
rpspect; 4-room house in the rear; trls 
is a line l>u.., and IS only 12 minutes 
from the City Hall; large lot beautlfulls- 
situated, 50 by 100. 


9-room 2-story house on a very largf 
lot having a frontage of lOS^feet. and 
a depth of 140 feet; this is (situated in 
Highland Park, and commands a mas- 
nlfici>nt view of the entire surrounding 
country, the San "Francisco Bay. etc. 
"We recommend this to anyone looking 
for a pleasant home. 


G I L T E D G E 
INVESTMENTS 


DOUBLE YOUR 


See Page II 


BBRKBLCY KEAL ttTATB 


Pacific Coast 
Land Co. 


2111 DWIOHT WAY. 
*nt' (-roc* <wtM«« «•»!«• 
atreet; nsw. •«4erti; »ootli crtnt: 


lev. 


LARG-K 
su 
one block 
413 19th St 
^^J^rs& ^ 


TTai rison 


'rtr"'R nevilv furnished looms, price from 


S3 up im Linden st, cor. 14th St., 
O ilil.llid. Cal. 


ONE tront bedroom, central 
537 llth st. 


Nf sunnv furnished loom to let 
hi one block oE Clinton Station Inquire 
319 K »th at 


OXB furnished loom tor two. Inquire 


765 14th st 


ONE furnished room for one or two gen- 


Jcmf'i 
612 ISth st 


SUXNY front room, with a private fam- 


ily; all conveniences; excellent neigh- 
borhood. 
1439 Franklin st 


LARGE, sunny. ae°'r^le:J?Su¥,,!tov 16 
one block from P. O. 
Call Flida> lu 


to 12 _ 413 10th st. 


LARGE front room, running water; suit- 


station 


NiCETiarge. sunpy furnished housekeep- 


ing rooms to let 
electilc Lights ana 
bath on a corner house. Apply at 140J 
Chestnut St 


11-room house, modern In every re- 
spect; can easily be converted Into three 
flats with very little expense; this is 
a good bi.y, come in and let us show 
It to lou. 


6-room cottage, in good1 condition; lot 


30 by 100, on the north side of East llth 
St., "near S. F. train; this is a snap 
which should not be overlooked. 


BUNGALOWS 


$2500 to fciloO. on the corner of East 18th 
st and Sth ayp 
These bungalows mwst 
be seen to be aprjleclated: thev are fitted 
with patent wall furniture which to all 
intents and purposes make them equal 
to a five-room cottage 


MAKINS & WILL 


KAST OAKLAND 


As An 
Investritent- 


No bstter proposition offered In Cali- 
fornia; a few flosirablt young men aole 
to invest J25fl ini « large power corpora- 
tion, who desire permanent lucrative po- 
sitions, may secure employment if ref- 
erences are aatinfactory. 
Railroad far* 
free to intending employes who desire to 
thoroughly investigate this proposition. 
Consult a representative of thi» large 
corporation «t office of 
THOMAS * VALBERG. 


957 Broadway 
Thursday evening, bet. 7 and 10 p. m. 


HOUSES FOR SALE. 


—A— —BIG— 
— BARGAIN"— —t-MT— 


l DOWN—Lots tt per week in Rich- 
mond, on car line; abstracts free with 
every deed; open Saturdays till 3 p 
m. ; no interest, no taxes. See tvm. 
Wenham. Room 20 and »l. 1011 Broad- 
way. 
Phone Oakland 8656. 


FOR PALE— A flr«t-clas» candy •tore. 
centrallv located; long 
lease, chew 
rent: all necessary- machinery; doing a 
nroBprrout buslneu; reasons for s«U 
ine. falll 
QUlre 


alllnr health of proprietors. 
at Room 215. Bacon mode. 


In- 


New 4 rodm biy window cottage, hall, 
bathroom, sunnvBld* of St. Cement side- 
walk" and (t. work all done, near two 
car lint*. 
Lot IS f««t wide. 
Worth 


12450; will sell for H665; part ca«h and 
HO monthly. 
<»"«) 


$400 


New and modern five-room cottage, 


Sn Oakland. Urn bakement: lot &0rl«0, 
one block to street car; t40fl down an* 
monthly iiutallrnenti like rent. 
T3150. 


NEWLY furnished 
light 
housekeeping 


r^^m^__MB_05li_stJj)hone Vernon i93_ 


ONETares 
bed-room 
to rent, light 
housekelplns allowed, all conveniences. 
846 35th 


Makfas&WIH 


30OM-NG HOUSES FOR 


SALE. 


S-room, 2-stoiv house, modern In even- 
respect, with a 4-room house in rear; 
this Is located on the rapid transit with- 
in 35 minutes' ride of the city hall; lot 
60 by 100. 


H. C. DECKER, S1514 Washington St., 
Oakland. Phone Oakland "M. 
FOR SALE. 
FOR BALE, 
ing-houses. Roomlnghouses, Hotels. 
._,. 
lent Houses. Business Chance*, ts 
buy, sell or exchange, see Decker. 
55 rooms; positive bargain 
*"*{ 
11 rooms; very reasonable for 
* £3 


6 rooms, coijr 
flat 
{*™ 
40 rooms; chance to speculate 
*»*"; 


70 rooms; S. F.; can't be beat tor..»!OM 
8 looms; Investigate thla 
5*5 
20 rooms; on Broadway 
«**»; 


SS rooms; apartments, see tm» 
|«5j 
13 rooms, cheap rent, price 
»"•* 
30 rooms: fine transient house 
gooi 


45 rooms; excellent buy—..-• 
w>X 
7 rooms. S. F.'. flat, ail new 
*°" 
8 rooms, San Pablo ays.; only 
» 


25 rooms; Berkeley Hotel 
E5W 
8 rooms; central; yours for 
IWJ 
55 rooms; nice location: bargain for.. CM* 
27 roomi; down town 
^i 


B rooms; modern flat, fine piano—> SMI 
44 room*; splendid _ opportunity 
|5000 


term*. 
B3»-N1ce :-st.rfr «- 
completed 
by 
April 
1Kb: couth 
front; nlte ctreet: tttti 
pl«e* 
T* 
worth tt^9: tern*. 
P. C. 
t3250~Nlce 5-ruXn eottt«* an Chanuing 
way: ca«j twins; will Bnl«h t«-«uit 
purchaser 
this i» an ideal £)•(* 


for little money 
P. C. 
tSW-N'ice lot on Blake «t.. near MeO«e: 
•aod value: term. 
P. C. 


UK)— NIc* lot. McOe tract: nothlnc bet- 
ter In thH tr«ct: n««r Dm-lihtway; 
termt. 
HP. C. 
Riift-NIc* lot in F»lr\1ew tract, W» ta» 
than «BJ thine «>•« '" thi« tr*^,, 
tcrmc. 
P. C. 


I1WW— Nice corn*r lot !n M«th*w«' tract, v 
south ami «-«st 
frontare: 
R««lt»- \ 
•yndtcatf •ricer> are tUOO for IncVlc 
lot« In thta -vicinity. 
I 


11500— NIc* COTOW lot In MoG»* tr»ct; 
•nuth srd w««t forntage; 
worth 


R750: part c*»h. 
G. 


Pacific Coast Land Co. 


'Ill DW7GHT WAY, 
mvIGHT-WAY STATION" 


Phurn- BBRKET-ET Ml 
_ 


$7500 


Price 
(3259) 


Great Reduction 


Beautiful 
2-year-oW uhlngled bunga- 
low of 5 large room*; nice porch, swell 
reception hall: electric lights; big lot. 
«OMOC; high, dry lot; rented' for *SO; 
worth 
*4000; 
reduced to $2750; »V250 
down and hank mortgage at « per <-ent; 
2 blocks of 2 «tr**t car-lines; nice horn* 


$1500 Cash 


New and strlctlv modern 7-room. 2- 
story house; lot 40x100, faces S. E.; cove 
ceilings; plastered, tinted; big windows. 
fine neighborhood: not yet occupied; pile* 
bank mortgage for 12500. 


Handsome ?-room Residence, will ho 
finished In 1 week.' Lot 41X1SS. in 
Berry-Bang* Tract, 1 block east of 
Telegraph ive.l utreirt w«rk don*. 
KldewUka; 
fine 
locality. 
#ane1ed 
wftlta. oi«n plumbing: property ill 
neighborhood gelling at (65 and more . 
per foot 
Apply Owner 
J 
C. ARKOLP. 


24SZ Oregon st. Berkeley 
(Adjoining r*«'-<»"''?J 


ALAMEDA REAL ESTATE. 


(S!2») 


$600 Cash 


SUNNY housekeeping suit. 
1706 B™?.?.: 
way, col. of 24th st., on car line ana 
close to 'Key Route 


SUITE of three or four sunny, furnished 
front rooms for housekeeping; call 10 


fo 4. 866 18th st , near Market 


$5000 


SUNNY 
double 
front 
loom, close 
to 
steam and electric cats, suitable for 
two gentlemen: terms, $20 per month. 
Applv 118ii Cast 19th st . Tlaat Oakland. 


SMALL fmnlshed loom 
with 01 with- 


out ooard. private tiimlly. Corner l&tn 
and Billyh. 76J 15th 


Sl'NNY furnished room; hot ana cold 


intci; S14 a month. 
588 28th St 


SI'NNV""fiont 
loom, 
on» block tiom 


pt station, tunning: water 
al'i 


SI'XNY fmmslierl loom 
for 
rent, 950 


Brush "t 
ni'ai Oth st, 
^»,E ATLANTIC. 
Franklin street —Nicely furnlstiea 


1WO front ioom=i In private famlls for 


KPiUlomen, single or on suite, refer- 


of two unfuinished rooms for 
hosekeeping? adults. 914 Sth St., near 
Maiket st. station 


SUNNY furnished housekeeping room; 


2113 Peralta; 1 block from "A 
st. Key- 


Route station 


TWO 
nicely 
furnished 
housekeeplns 
looms, uath, eas; near cars and local 
train phone Biook 2351 1216 E. 16th st 


TWO sunny rooms, light housekeeping; 


vacant Saturday. 
1128 Filbert at 


THREE furnished housekeeping- rooms; 


modern; 
everj 
convenience 1176 


18th St , Oakland 
. 


TWO 
large 
furnished 
housekeeping 


rooms toi rent, Including gas and u«e 
of phone and bath; «2 50 a month. Ap- 
ply 2050 Ea£le a\e., Alameda. Phone 
3010 Alamod.i 


11-room house, modern In every re- 
spect, can easily be conveited into three 
flats with very little expense. 
This la 
a good investment as it stands. 


4.1 rooms; half *;uou 
............... 
Boardinghouse, 18 rooms 
Roominghouse. 55 rooms 
gJ9? 
Hotel. 50 rooms, for 
•.—wi2J 
Loaginghouse, 75 rooma, rent |FO...»IOOO 
Frisco apartment house, SS roonw...MO(« 
Frisco. 22 rooms; all new 
ISWO 


12 rooms; on Telegraph ave...... 
:!MO 
Berkeley, 14 rooms. Just furnished..* 300 
22 rooms; corner; all new 


A 2-year-old 4-rown, one-story com- 
mon house, on a high, try lot. 40xllo: 
near Grove st ; electric car*; for 11500. % 
cash; grand homes in the vicinity. (2148) 


MARION GRIFFIN 


110* BROADWAT, 
N. W Corner llth St. 


A. SNAP—$3500: lovely suburban home; 
5 rooms and bath: lot 110x25«; 8 lot*: 
33 fruit trees; wind-mill: barn and all 
fixed for chicken raising. Owner, Box 
14»S. Tribune. 


Removal Notice 


L. W. McOSauflin 


Real Estate and 
Insurance 


"SIGN OF THE CHECKERBOARD" 


WILL. MOVW ON APRIL MIT TO THB 
CITIZENS' BANK 
2407 SANTA CLARA AVE.. 
NEAR PARK ST. 


(2500 


6-room cnttage In good condition; lot 


30 bv 100, on the north side of Ea=t llth 
St. neai S. F. tialns. 
Do not overlook 


this snap. 
' 


TO RENT—Furnished room (or two gen- 
tlemen. 
254 12th st. corner Alice. 


TlfE 
3AN JOSE—Just 
opened, 
newly 


lurni'.hert thioughout with all modern 
< onvoniPnoes 
^4M: l^th 
Pablo and Telegraph aves 


bet 
San 


Till: MONOPOI/B— Elegantly 
furnished 
looms transient or hj the month. 811% 
Broadway 
Phone Oakland 2S13. 
G. 


Tirook'J Prnpr_ 
__ 
__ 
~ 


TWO sunny rooms for light housekeep- 
ing; close to Key Route no children. 
ApDl!' 606 42d Bt 


THREE or 4 rooms and bath, suitable for 
light housekeeping. Also offices. 1117 
Washington et. 


THREE hous»keeplng looms at 710 Ifth 


No chlldien 


THRT5E fine sunny rooms and private 
both 
Dunclas Apaitments, 308 San Pab- 


lo avo 


I'.TIT 


_ 
__ 


THE~ GLOBE HOTEL. 


\ N ' I > 
n K " M i \ V , \ V . O\KI.AXD. 
ROOMS FROM: r>nn TTP 
_ 


THE 
Oakland s new modern lodging houso, 


running 
watei; 
sunny 
looms, 
prices 
reasonable. 
368 10th st. Phone Oakland 


7424. 


i corn to let 
pround floor 
n* 
1 ntr.il 


Nnph 
Da\io & Richardson, Real Hs- 
t.itf Offirp, .161 l-tli_St 
_ 


PRSK loom for 
i ent in IIPW nlpg"\nth 


fiit^d. con^'eniont office, n<!e of phone, 
roll or ndilrf 
il'<* No 
1"> n_5 13th st 


STORE FOR RENT 


One of the finest grocery 


vor drug store corners am 
-'city; $75;a 14thst., north- 
east cornier. Address 
Realty Bopds and Finance 


way. Phone Oakland 35. 


THE ADALINE 


Tjlve well at a private hotel. 
540 *o 


$100 cm mon-h 
929 Adeline at 
Phone 


Oakland 0013 
73(1 Tolesiaph a\o—Large f-unny furnish- 


ed mom In now flat. 


VERNON HEIGHTS—T*irge front sunny 


loom beautifully furnlshPdffl leferences 
exchanged 
Box 1691, Tribune. 


VERY desliable large, sunnv front room, 
suitable foi one or two gentlemen, ona 
block from local, on car line 
911 Ade- 


line 


, 
Phone Oakland 0381 or 3483. 


TWO or thren large, sunny corner house- 
keeping looms. 
277 8th st. 
Adults. 


R,i£<n.(*nees exchanged. 


fi-room cottafre in good condition, barn, 
dilvewav, large lot: near local end busl- 
css centei of Bast Oakland 


Dinlngroom: fine business 
t 225 
House, 6 roomn; part cash 
J&» 
Frisco, 9 rooms: very neat 
_L200 
Roomlnghouse. S5 rooms; rent cheap.MOOD 
Berkeley house, 90 rooms: »n»p 
HMO 
Cozy home, 6 rooms, new 
I raO 
Boardinghouse, 15 rooms 
i. ..H050 
H. C. DECKER, 915V4 Washington St . 
Oakland. Cal 


EIOKTBEX-room rooming house, with 
kitchen and dining-room In 
connec- 
tion for sale, or will trade for cottage 
and pay difference; long leoae; cheap 
rent. 
Place clearing (2SO per month. 


Call afternoons. 105S 7th St. 


FOURTH©! unfurnishefl roomi. nil n>o- 


$2500 tn S31BO. on the corner of East 
liith st. and 8th ave 
Thene bungalows 
must bf seen to be appreciated. They 
are (Kted with patent wall 
furniture, 
which to all intents and purposes makes 
them equal to a five-room cottage 
$40 a Promt Foot 
^ corner. 150 by 100, close In. Jnvestl- 
gate this bargain 
East 
Oakland property owners— List 
vour ptoperty with us for quick sale, 
us we have clients looking for homes 
in this beautiful residence district. 


ROOMS AND BOARDING 


A LARGE sunny front room; suitable 


for S gentlemen, with board, $30 each. 
650 28th at. 


A LARGE sunny Iront room: running 
water] flr« place, etc. t868 Webster. 


FURNISHED rooms and board; In pri- 
vate family; also table board near lei 
ave , Key Route station. Phone Pied- 
mont 21'J7 


F YOU" want a fine room; hot and cold 
water, excellent location and first-class 
table board, call 1308 Madison st. 


LARGE sunny 
room* 
and 
first-class 
board for two gentlemen. References. 
Call at 388 Vernon at. Phone Oakland 
8171. 


dern conveniences, 
jraph av. 
Inquire S04F Tele- 


PRICE f7000—] 5-room house, gas and 
electricity; 3 floors, bath nn even" floor. 
For further information call F. M. 
Pedigo, 2324 Dana, ave . Berkeley. 


FURNISHED 5-room flat for sale; n-nt 
reasonable; two looms rented. 
712-A. 


Market. 


BEAUTIFUL h«me; well furnlahed. for 
sale or rent; nine rooms, reception hall, 
bath, two toilets, stable, cement cel- 
lar: lawn, palm? gas, electricity; close 
to cars and Key Route station. Full 
of boarder*, owner going aw*y. 
»i» 
33d st, near Grove. 
_ 


BARGAIN—See this beautiful sir-room 
cottage, with cove celling, high basj- 
ment. cac and electric light, everything 
first-class; lot 37x127; room for good 
driveway, gas 
and electricity on st. 
This Is on Chestnut St., between !«th 
nnd 30th stf. See owners and builders. 
Bommarstrom Bro«.. 1S08 12th »t. _ 


Furniture For Sale. Lease 


Fiva rooms, bath, wash tubs, toilet, 
strictly modern In every respect; rent 
ISO per month; 1 year lease can stay 
longer, 2 rooma will clear over rent »15 
Carpets, furnltuie, gas range, heater. 
curtains; everything new and Al smd; 
Januaii. '07. Price W7S. 8« Qrov« «u, 
near "t'h st. local; 3 blocks from Wash- 
ington St. 


Three Good Buy* 


WSOO—This Is a five-room nungalo* on a 
150 feet deep, within ea«y m-atk- 
ing distance of Park st CUtion. 
and the electric car servle*. 
With ail modern Improvements 
and convenience*. Thee* maps don't 
last long. 
, , 
A sevei-rooai cotta«« together with 
nil the furniture. Including R50 pt- 
mno, house to be painted; large con- 
servatory in the rear; lot 43*1*1. 
Ai an invwtwetit thin T.-ould eas- 
ily rent fot 1*0: tenant guaranteed. 
BOOO-Corner lot 130x108; for this weeK 


only. 
A Qocd Investment In 


Oakland 


110.000-With.n >i block of the na*»tiurer 
depot i>t th» WwKetfl Faetfl« Ry. 
CO.. ui'dtr IMiie at tUo a month, 
with cl»rc€l to double your Htoner 
in a yfat 
In tlie meantime paying big in- 
terest 


KOOO—V\*areliou*e tit* on the Bonthcrn 
P«clflc tracks and within Vt block 
of the truck* to be laid by the 
Weatetn Pacific Ry. Co. 
Corner lot 5ftxl06 
' 


11-ROOM house for rent at M7.S« per 


month and furniture for sale. Full of 
steady roomers and clearing 185 per 
month. 
Snap If taken at once. 
X0« 
Madison street. 


(35.00—Upper flat, five room*, bath md 
conservatory, gas and electricity, ele- 
gantly finished E. 20th st and IRth 
ave. 
^ 


617 BAST 12TH ST. 


Most select in Oakland, beautifully fui- 


n.nliPd, also unfurnished. 3 and 4 rooms, 
si'nnv rot'ner facing Lake Merrltt. Refei- 
f-nces Thlul avnuo B tilth st 


NICELY furnished rooms, with board, 
home cooking. 1353 Grova, cor. 17th st. 


NICFi sunny fiont room, 
with 
Call 241!i Dana st., Berkeley. 
board. 


Lot 35x140, on north side of !7th St., 
near 13th ave, in East Oakland 
The 
sewer 
i& in and all paid for; situated 
on high ground, near ! car llneb. 
$3750— 


2-story. 8-room house; lot 30x100, on 
Sth ave., near car line; located on 
high ground, in an excellent neigh- 
borhood; half cash will rake it. 1 
guarantee this to be the beat propo- 
sition on the market today for the 
price 
WESLEY DiXON 


HORSES AND WAGONS 


illTCHENER & BAKTON for bargains 


in lodging-houses and business chances: 
38 rooms 
elegantly furnish*^: 
pilc<* 


• $°.riQO; 11 room*, new furniture; ptlc» 


J8nO 
Lower flat, everything new, rent 


516, price ^200; near In. 
Country "ho- 
tel. 40 rooms anil bar; price 13000: 
rheap rent: long lease; 8 rooms, r^nt 
$25; price. 4560. 19 rooms, apartments; 
price. $1400. 
MITCHBNER * BAR- 
TON. 916 Broadway. 
, 


$650—House. 8 sunny rooms; rent HO- In- 


come 
$100; large living room: call p. 
m.. 121 12th St.. near Oak.. Oakland 


FOR SALE, »3,«00—A fine bungalow cot- 
tage of. 6 room* and bath on Chan- 
nlng Way % block west of San Pablo 
avenue; tot 40x100; 
south 
frtntag*. 


Telephone Oakland IS70 


TO LRT or lea»—A houie of It room*: 
saltable in boanjlmt or apartment. In 
good condition. 
Convenient to tr%ln« 
and paklind. 
Apply to F. R. 


FOR SALE—Two room shack; lot :7Hx 
100; city water; "Block from car lln* 
and R. R. station, Comitock avenue, 
near B 18th Su Frultvale. H. Klein. 


FOR SALE—House furnished or untur- 
r.ished. 
3909 Boulevard, near 
Pros- 
pect 
ave.,. Fruttvale. 
Owner. 
No 
agents, l to < p. m.. Bigli 8t. cam. 


FORCED BALE, 


15,000 cash: bal. on mortgage; 
N. "W. 
corner, near 20th «nd West; 50*100, 
with tm-o houses. 9 and S rooms; price 
19.000; emttWwortM 110,040. MVestlfate, 
make offer: no reasonable «<f«r refut- 
ed. Box IStJ. Tribune 


PROPERTY WANTED. 


A TRACT of rood 
Cal. timber 
land 
From owner if possible for 
Eastern 
buyer. 
Box 1567. Tribune. 


479 llth St. 
FOR 
SALE—New 
vacant 
cottage, B 
rooms; i blocks to station; ten minutes' 
walk to City Hall. 


St!8 
nice 4-room cottage O«P block to sta- 
tion anfl war 
center of town; very 
cheap 
Cram. MIllT Co. 


WEIL furnished icry sunny room; gas 
and running water. 
963 Oak St., cor. 


Tenth 


S"0 14th St.—Sunn.v furnished room with 
home privileges; gentlemen only; refer- 


UNFURNISHED ROOMS TO 


LET. 


FRHK office rent and u--o of phono to 
richt party \\Ishtnc: to do public steno- 
prnphli- Work. 
Call fiom I to 
L 
1 p m. 


KOOTI 221. Bacon Building Oakland, 
~pTr?j room for rent. 
Incniiie 317 San 


I'ablo ,\ve. 


STORE on Bfnulwav. 25 foot front 
four 


\ ^E\.S l^ftae at v**ry reasonable rental; 
"ine for ua1 estate office 
Metropolis 


1 mp1 ovemont Co 
1^1 Broaclv. a\ . 


UNFURNISHED FLATS TO 


LET. 


TuR RENT—433 
A sunnv corner fl?t 


ot nie room<- In East Oakland, one 
Mock from street car. with four minute 
< n r ser\l<_e. Kitchen furnished. 
Befei- 


* nee lequlr'Hl 
Ownei. 1355 Madison st. 


FLAT of 
14 unfurnished rooms to let 
Modem 
conveniences 
Inquire 
804S 


Tel^graphfU e 


NICE 
sunn> loom for two 
gentlemen, 


with flrat^claas board. 1217 Castro. 


PA"LM~INN~"n34 25th st., Oakland—Fam- 


ily hotel; large airy rooms; beautiful 
location near Key Houte station; 
30 
minutes to San Francisco. 


ROOM and board for couple, references. 


1167 Castro st 


REFINED couple or business men wish- 
Ing to locate In choice neighborhood, 
foi spring and summer; private resl- 
dfiir'1. near Broadway; Key Route or 
rmirow gauge, large grounds, flowers: 
rooms, 
single 
ot en suite, congenial 


homelike suiroundlngs. References ex- 
changed 
1887 Harrison at. 


A FINK bred, easy (Kited saddle horse. 
saddle and bridle; a snap; suitable for 
lady or gentleman. Address R. S. Mc- 
Hcnrj, 1172 Broadway. 


LOTS wanted In the Moss or Klnsell 
tracts 6r near Elmhurst; lowest pric« 
and terms to Box 1103, Trlbunn. 


Mr. Ranch Owner 


If you want to sell your ranch we can 
pell it for vou and nre can. do It qiUeksr 
and at a better price than you can. It 
makes no difference wh*re it is located. 
We have our own Agents in over six 
hundred towns anrt ciUfts throuthoiit thr 


FOR SALE—One gentle 
black 
horse; 
nine hundred Ibs. t60. Clal 70S Cth it. 


ONE large unfurnished 


7b!) ;oth st 


loom. 
Apply 


ON'E larse loom unfurnished; central; 
gas: in prUate family. 
Address, Box 


lo.">T. 'Lribuno 
FURNISHED FLATS FOR 


RENT. 


SUNNY front room, with board, private 


famll}, 7 minutes Broadway; $50 two; 
$30 one 
HOI 7th ave., corner 18th st. 


SUNNY, 
well-Iurnished 
rooms, 
with 
good board; can be had at 
66th St., 
near Oak. 
Terms reasonable. 


FOR SALE—4 good wagon horses; also 
one good work horse; weight 1600 Ibs. 
Call 480 Jl*t_«t_., near Talecraph ave. 


FOR SALE—Delivery wagon, good for a 
plumber or grocer. 
Inquire People's 


Expipos, 418 »th street, 


FOIl 
SALE—One l-toorse 
milkwagon, 
price ?140. Apply Chris. Loretz (Mak- 
er). East 14th St., bet, Vlcksburg and 
Central ave.. Melrose, Cal. 


FINE driving horse for sale. Inquire at 
Kane & Daly's Stables, 14th and Web- 
ster streets. 


SUNXT rooms and board; first-class, new 


2601 College ave . Berkeley. 


FOUR-ioom furnished flat. 2270 Mar- 
ket. 
Xo children. 
_____ 
_____ 


FURNISHED flat. 4 looms and bath $35; 
near Telegraph ave 533 35th St. 
_ 


FOR RISNT — Flat of 3 rooms, rent rea- 


FOR RENT—New lippei flat six rooms. 


Applv H21 Blush Pt 


FOR RUNT— Sunn.v fl.lt of 6 looms; no 
clul^ron: at t>7- 17th st 
*" __ 
_ 


NEW modern 6 room Hat. gas and elec- 


trlcitv. 
paneled 
wail, 
no 
children. 


1 13S_Myi tie 
__ 


modern 
five and six- room flats. 
everything 
electric lights, fuel 
complete. $35 and S40 half block from 
Telegraph. Applv W. B Thomas. 4908 
Telegraph. 
Phone Oakland 1495. 


THREE room flat for lent 
700 34th St. 


»5 00—Upper flat live rooms, bath nnd 
ronsprvfitorv, gp.p and elootncitj : cie- 


E 
20th St and ISth 
snntl\ finished 
a t ennc 


rNFURNISHED. stiniu lower flat to let. 
3 rooms; bath, closets 
776 ISth st. 


t-NFFRNISHED 
llat 
of 
largp surnv 
moms, to adults onlv. low rent. 682 
33d st. 


WHERE TO EAT. 


COTT-VGE RESTAURAfA'. 173 10th. bet. 
Broadway and Washington sts.—Best 
and most popular eating: house at pop- 
ular prices: waffles a specialty. 


Kl.ONDYKE 
RESTAURANT. 
856 - S3S 
Washington, bet. Sth and 7th. 
Good 
meals all_hpilrs, _10o_up. 
____ 


OAKLAND 
COFFEE 
PARLOR— Home 
Cooking: popular 
prices. 
near ISth st. 


1121 Cla>, 


sonable, furniture for sale, $190, 
54th st 


S48 


FOR RENT—MISCELLAN- 


EOUS. 


D. F 
MINNEY, 


,22 llth Stieet 
Just East of Broadway. 


Hall 


Phone Oakland 2 103 
Exclusive Options Only. 
TO RENT 
60x100 
ft. 
floor 
space, 
located 


SUNNY rooms with board; central loca- 


tion 
570 nth 
st. 


THE ELWOOD. S93 fiycainore itreet, 
furnished rooms, with first-claw table 
board; terms reasonable, 
FURNITURE FOR SALE. 


FURNITURE of seven-room flat for sale. 


164 Sth st 


FOR 
SALE—Furniture 
for 
5 rooms, 
cheap: flat for rent. 1351 Market st 


FOR SALE—Good horse; 
new harness 


nnd wagon 
Apply 804^4 
12th St., 
East Oakland. 


GOOD workhorse and one trotting bred 
colt, 3 years old, broke, cheap, as we 
have no use for 
them. 
Kentuoky 
Stables 
Phone Oakland 62<il. 


United States, and mind you, 
do not 
, 
ask for an EXCLUSIVE contract, «ith«r; 
just an assurance of dur commission in 
case WE BELL. You *rp free to *ltti- 
rtraw It or sell it yourself at any tlm*. 
In which case we make (tbsolutely no 
charge for our services. 
White \ifc at 


onceCrowe & Lewiis 


INC. 
AMERICA'S LARGEST REAL ESTATK 
ORGANIZATION. 
DEPARTMENT 11 


MS6_BROATJWAT._ OAKLAND. CAL. 


~I iell East'Oakland property exclusive- 
ly. If you have any property for sale 
list it with me. as I have s, number of 
ready buyers. 
Plunkett. 600 East 12lh 


St., East Oakland 


HORSK wagon and harness; have two; 


must sell one; $60. 
6th St 


HORSE buggy, harness saddle. Cheap 


for cash 
Call 858% 20th st 


HORSE. 1350 pounds; I8t. 
ave., Oakland. 


1T9 College 


HORSES to rent. R. W. French. 867 B. 


12th st., tel. A«h S26. 


ONE span of hoi-see, buggy and harness 


for sale; oheap. 
890 JBth *t. 


VALUABLE saddle horse for sale: will 
drive it desired; can be seen at Mr. 
Rathlena atable. East Oahlan" 


AUTOS. 


FOR SALE—Oak bed, sanitary couch, 
chairs, rockers, table, dishes, cooking 
utensils, gas stoves, etc. Cheap. Must 
be sold before Saturday; leaving town. 
S864 Telegraph av« 


-•Furniture of 9 rooms for sale, 
cheap. 1538 Webster St., Alameda. 


on 12th St.. suitable for lodge-room, danc 
Ing-hall or could ba turned into a lodg- 
ing-house, will give year's lease at a 
very low rental. Also some good resi- 
dence propertv in the same block 
D' F 
MINNBT. 


4J2 llth Street. 
Just East of Broadway. GOOD bargain—Furniture 5 rooms, with 


'BARN for rent. 374 S\ camore St.. Oak- 
upright piano, onlv $400; rent of flat 
laml, 
, 
$30. 
Inquire 1.2 Sth st. 


FURNITURE for sale oheap; lower flat; 
$15 per month. 
664 yt 26th St. 


TO LET—A large drv basement: elee- 
tric lights, etc. 1013 C.istro st 


HOTELS. 


HOTEL GIBSON 


The leading European hotel of Oak- 
land; all modern improvements. 
1016 Clav St., Cor llth St. 


HOTEL ST. PAUL 


New: 200 furnished rooms 75o to 12 per 
day; elevator all night. 
52S 12th 
' 
car. Clay. Oakland. 
t.. 


JUANITA HOTEL 
COMMERCIAL and TOURIST ' 
Business solicited. 50c day and up. Spe- 
cial rates by week or month, 322 San Pablo 


GENERAL furniture repairing and car- 
penter work. "We also buy and Bell fur- 
niture. 
Diamond. 1«T3 Brush st., 23d 
and San Pablo ave. 


NICE double folding bed for sale. 915 
Myrtle st. 
. 


MISSION Furniture— J300 worth of Mis- 
sion furniture, rugs, etc. 
Ma&sie. 918 Broadway 
Price 
1150. 


PIANOS. 


FIRE-PROOF OARAQE 
Store your auto in the Bay Cltlea Auto 
Co'a. flre-proof garage. Repairing a 
specialty. 
Telegraph ave., opp. Idora 
Park. Phone Piedmont 


WE SELL 


Exclusively 


If you have a 5 or 6-room cottagi 
worth in the neighborhood 6f (SOW), w 
have a customer for you. 


If vou ha-ie a house or cottage at an 
ries that you will sell for $200 to *«* 


FOR SALE— 1 \Vhlte Steamer-'ot touring 
car 
full equipment, extra, tires and 


parts, S«0: 1 P."*"* Ar™w '«* «<"">».* 
iar. newly painted, 
fully 
equipped, 
worth 12500, will sell for H300. 1 Kno.v 
Rundbout. newly painted, a *nap. tw» 
Phone Oakland 2044 at or before 8 a. 
m.7 or 12 m.. or after 6 p. ra. 
" 
. 
.. 
_ 


'f75* — Swell Maxwelf" Speedster. In first- 
class 
condition, complete 
With 
gas 
lamps, generator, etc. 5S2 San Pablo 
ave.. 
.... , 
. . . 


R. H. liORRIS. Auto-Broker. GTS 36th 
st. Oakland Cal. Phone Oakland 45M.- 


TYPEWRITERS. 


REASONABLE PRICES 
SATISFACTION <JTIARANTEED 


. D. MEYER 


PIANOS AND FUHNtTURB POLISHING 
Old pianos and furniture reacraried an* 
revarnished. 705 Adeline «., Oakland. 


NEW 
and 
second-bund 
typewriter* 
bought, sold, rented, repaired. 
ex- 


HOUSEMOVER. 


down and balance on monthly 
we have a reliable buyer with a Mead 
poaltlon. 


If vou have vacant lot* or Impravei 
property for aale tn Frultvale or E»s 
Oakland at a fair price, we can tell 1 
for you. 
Call, photw or write 


617 E S2th St, 
EAST OAKLAND. 


TO BUT 
<wwn-u>wn bufm«a ,. 
payiAB at MAM I per cent IDcoAe. 
from f&.Vto to SUS.OM. Have th* each 


VtiamtaiSS^Smtrtti Mth i"t.rill!C4S 


Vernon 1U. 


. 
. . 
and wmnt the property: tb« »rlo« 
ltt.- 
full pattleulmra to flr»t l«tt*«f «.nd 


BOX W. 


WANTEO—To btty '«i 4 or E roojn" 
low; miiKt be on high around, with 
good view; prefer to have tM liviai 
room and fflnia»-rooin." paneled. 
A<" 
dress, box If*. 
TtOrtmt. 


WANTED—•Rmct ot igjd tnm tl to *H 
a., M «IMM» W-OMMM., »**. KM 
Trtbodt 


;50—Will buy 
& 
comfortable 
5-room 
shack, very convenient!} situated on a 
lot H*»e4 for i ymr* «uK rvdtlnc for 
ti per month. Applv box 16«3. Tribune. 
OR SALE—New houiea, 4 to ( roams; 
price *20M up; imall caih paTnterft, 
bl lance same as rent; near trantporta- 
tlon. Box BS&S, Tribuna. 
_^____^_^ 


INVESTORS JjOOKi: 
Must be sold this week, three modern 
oui»es in fir?t-cla^s condition: flAe rooms 
ach; located near cars, local and schools, 
n a fine street and In a good neighbor- 
ed; wMl brine incomr of ItO per motithi 
rice »«:50. 
Apply oulcWy «t 1116 2»4 
ave. 


MELROSE REAL ESTATE, 


W. Thome 


REAL ESTATE 


GARDEN fPOT Of 
CA.UIFORXIA. 


AMERICA'S ITALY 


Lots S225 and up. 
Large bueinemi lot 
near depot. $900; cottage and bungalow to 
•uit all. $1180 and up: best buy* In the 
6c fart to Oakland. We fare to 
• IXTC, 
9V i«n 
•an Franciico. 


4JIS EAST I«TH ST., 


MELROSE 


FRUITY ALE REAL ESTATE. 


FOR SALi; or to lease the. be«t bar- 
gain in ITuItvale, for $!.«» eaeh; 1m- 
provemerts alone worth that sum, K* 
lots all fenced; 3 large roomed hou** 
and basement and stable 60 ft; <•*•> 
S chicken houses, 
e«ch fenced; 
all 
kinds of fruit tree* and b«rr4*a; nat 
urat spring water piped in yard aftd it. 
the houfte: extremely beautiful view 
wrcellent 
climate; few block* ti thft 
cars. 
Inquire at 3807 Bast 14t» *.. 
Frultiak. 
. 
, 
^ 


RICHMOND REAL ESTATE. 


EW S-room house 4«th «t.; im« block 
Key Route and care. 
Terms. 
*5*H 
20th it. 
> 


3250—New 5-room cottage; one block 
of Lorln station, also furniture, book*, 
pictures, carpenters' tools; cheap. 
1924 
Harmon Bt., Berteeley. 


iATE 1509—-FOR gALfi—6-room 
low. 2603 Peralta a\e.. Frultvale. Hijfh 
cla<=s, specially built; (o be sold (509 
less than actual valu*; owntf on prAm- 
isefc. 
PhAWe Sfooklvn it<2. Fntirtrure 


for »le. tit a »«crlfict If t-d««lred. ., 
FltREfe-raom tiunrmlow. bath, gal. h*«t- 
er. partly furnished, on Grove st., near 
Kev Route. 
«21.ffO 
Terms 
BOK 16S5. 
Tribune. 
. 


Market St, nekr Thlrfl. ••.« 
April First. IM7. 
Will oprn the fined lutxllvlalon ever 
aejd oh the market In the City of Rich- 
mond. Cortra Cotta Co. 
Only on* hour fraot Ban Fnnclae*. 
Buy fro n first hands l!5 will ««cur* 
lot 
Balance e«.«y terms. 


COUNTRY REAL B»TAT*E 


WRITE us for free copy Kan*. Countvr 
.Vttculturiit, descrlptlt* of it Helen* 
'and tho t»»a,ut«.«a NaM Valley anl 
«tmUini"« It Il*t at cnoice prop«ttlea 
for sale 
Tbe* W. A. llncklndcr Co. 
Ine, R<-at E»att«, Bt. Helena, Napa. 
Co., Cal 
• 


LOTS FOR SALE. 


Cheapest Lots in Oakland 


Only 125 a fact for the choice ot four 
enutlful !<*«, betw«Mi tw« cmr hne*: 
, 
near Ktr Route. Canjjr lata JIO. 
TrtdMAS 
and 
TAHLAKRO. 


937 Broadway 
Phone Oaklnd MM 


CHOICE lot* cheap; 
rise. Modern Shoe Co 


bought 
Co, MO 


before tha 
I2th st. 


FOR SAOxE—55»l»» fcm»fnea» lot on 
street for $7»0: located fl block* from 
San Pablo ave., 4 blocks from new Key 
Route wharves now being col 
' 
between two fctor** and fiat. 
one-third cash, balance, at S f f t t 
Address Owner. Box l»i, Tribune.Mtlt 


SO-POOT frontage on Prince ctreet. al 
most oDppaltn Cla-emoot Hotel; on car 
line and orw 
block from new 
Key 
Route; 
mlMt.MI 
qntek. 
Kwgta 1 


1M5H Braatwtr. Pfcao* Tttnga, n, 


LOT ready to Mllld ttton; neaf- t»t thie 
rtreet 
work 
included: 
e»«y 
term* 


Room I, 1015% Broadti-ay. Phone Ver 
non 53. 


LOT*-*15*.*0. Inctuflcc 
street 
w»rtt 
easj' ternw; no Interent: *t 
nrinnt« 


from Broadway; free excursion; for In 
formation address A. t. M.. Box 1(14 


HmWtCfeAC^ wflBMUvMBf, 
(Ml tut •Mil wjrk. 
•s*<v^m*- •* c 


LAUNDRY. 


JAPAHBM! TOKTO &A»MM»*-*« 
c» Praactae* it.. >. Fj 


RICHMOND l/AND CpMPANT.\ 
Monadnock 


FOR BALK—OMcken ranch: take FVul'- 
vale cai to School *t, walk out *ch»->l 
st. to Maple ave. or {county road), oi-t 
county road to Tow of ram trtat, 


?OR SALE—rn Alvmrado: ««* lotjWMlot 
with S unall kaua**: aiw«H» fMBM"; 
2 h.ousei, and windmill on; all ar» rent- 
•d. 
t««ulr« A. Chr>' 
radih CHIC. 


amid! fan* partM WO, to* 
prlc«: *t*t H»*«B*: M*lc Crw. Writ* 
C. M. V.'oo«ter Co., •an rraactao*. 


WJBUSblN. _ .___„ 
cottage. 100x1(6; Ban 
Ban Lorenao •**. 


HSSra 
Our 
California 
Colony land* 
rapidly: •^Holce trvft. «afrr and *jf*ra 
Uid: tbundahoe ot «ater: t*5 to M» par 
mere; «n«lt j»r»«nt« down; five *••*«• 
tlnte, 4 |j^ wfcl. 


Golden Seal Realty C*. 


W. 


VLATS 


FTUKTT O-SE of tat for Ml*. *1W. 
«Mre at 1MI Webttw ft., 


ro« 
. 
wi«Mt*r M., a man *«£ wife or * «• 
perwn can clear lid per month a« 
ly two rownc to attend M; 


UMBBBLLA& AND 


THURSDAY EVENINEfe 


0,1 


REAL ESTATE 


OAKLAND TK1BUUJ5, 


REAL ESTATE. 
REAL ESTATE. 
REAL ESTATE. 


LOAN! 


WE RECEIVE 


ON FIRST AND SECOND MORT 
fJAGFS 
FdTATCS IN PROB \1 C 


AND 
[RIST 
GENERAL, RS.\L 


i-STATi: I OAN<3 


A 
it Biays 


GILT-EDGE INVESTMENT 


T.P TO 7j PER CTNT OF COST 
OK -iOt P HOt SP AND I Ol FOP 
BLII.OING PLRPOSFS 


,..,„;•, = i 
, V 
i ' i.*nd C "loms "lth eottige of 4 looms In lear 
c-ntial v 
looUid 
closa*to two cai 1 n»«. ami Rev Roi t 
A.II the fli t 
ire flp.hcrl w i t h thefatcst cor tniontcs g is and electric lights h u d 
;,r,hV,°°/;"i,rc' /'«""• (lats " < - b ng, l n ,7, ?uj income pei month no« 
w i t h in additional S" pr« noitli fi m the cott ige in he real 
This In 


pTront 
Cli> 
ln«cas<-cl to «s 
pu mo ith 
Ihis is ovei 1. 


Take this \ I investment at once 
AVe aie the Lxclusive 


WE BOND YOU 


Contractors' Bonds 
Court Bonds ' 
Employee Bonds 
Bank Bonds 


If 
\\1S.I. PAY \Ol 
TO SKB IS NO 


MVTTER -WHA1 KIND OF A 


BOND 1OL REQUIRE 


'Cottage in East Oakland at a Bargain 


$3900 


o room Collide r n "Hh i\ 
T\ i h a. v,t^t"in 
P\ po*-n c 
all 
the 
lates 


conv^n'°nces 
gi« -UK! 
Ic ti it Iit,hts 
cpment ^\nlK« 
etc 
the nptghboi hood is 


excepMomln j,o^d 
Ph s cott i£e ts i b i^ iln 
we lie the e\cl "Ue 
Xj,pnts 


ri°N4> 


A Cottage in East Oakfland at a Snap 


REAL ESTATE. 
REAL ESTATE. 


Sits 


The Ratas 


And after that the dove went forth to find the 


ri «„ 
mnfleln shlnslod cott-igo v l l h a w .-stein exposure consisting at five 


n V V ro'rns 
bltu ted "" «th i\ 
on* of the fii"st ' options in East 
t a?i tlne cenlant walks glass and flonei bedr 
This cottige i« a 
t 
i 
at thi=, mice 
glas 
e arc the etUusiv 
agenti 


List jour propertj uith u-, for lent Ue have a completeh equipped Rent Department, and can rent jour property at once, 


REALTY COMPANY ' 


INVESTOR OF CAPITAL 


(1UO) 


306 San Pafoflo Ave., Oakland, Cafl. 


OFFICES 
B^PKCT FY-Room II" fust fr-Ulonal Bank Building rlione Bp.helev 
"3oO 
East 
BB3 


stieet 
Phone Spiuce %I 


state 


462 8th St., 


$44,000— 


Modern 3 ston I i t u - s i l o " k under graduate.' }* ise 
pavs 
ndilv in 
pel 
cent In fine lorit tn in heart of Dimness centei 
t.v.tia 
well bi lit 
cement 
basement 
can ait<tnge ? ft )oo loiu 


FINE LAKESIDE RESIDENCE 


$20,500— 


Beauti*ull\ located r<"sid»nce 
12 rooms 
fi n nf P 
exci\ it oil 
< elKr 
fine 


shnlbbel^ 
T50\3^ bordf i ing on the Chores of Lake Meiritt 
O IP of tho fesv 
home" puirha^ablr In thi*? select loc ition 
t 
s>\ 
\\nlk to Dink centei an 1 


San Francisco ti tnsportittori 
I Tiid alone t* \\o th the. monej 


$18500— 


rlsrht per cent net mvtstment nnd ther» will -lwi\s he a rentil demand for 
T pioiertv so convenientH located 
Seven good two itorv hoi »es 
<_oin»r 


1 f»\l in on cai line tnsv wiiK to business centei and locals 
one thirrl cnsh 


i ] i \' 
hink mortgige 


R««'D.F.MINNEY 


422 nth St., Jost East of Broadway 


Phone Oakland 2403 
Exclusive Options Only 


Webster Street BinsSiniess Corner 


Jtn1?1!/?^ ,WVti!?3ter 
Pramf Impiovcmrntfc pa Ing 1 net cent v v t h a g i a d u 


Jesi Th? 
fr,rV« 
,so?n ^ 1S pei cent 
'mproiing In value every a iv 
This 


• nr f , 
cornei must be sold it once to protect othei intcicsts 
\Vt have a 
ort option at i pike ol onlj SI D 000 01 »jO a loot 


It's 


likewise up to vou now to rise our automobiles and salesmen and do 


Let us show \ou a whole acre site lor your \er\ own in the 


f *WTC '^ 
^ 
t-*« 
•" 
*tf 
' 
*, 


MARCH ». mr. 


REAL ESTATZ. 


Think of it an acre of as rich earth as the sun shines on—a 


flower garden—a fruit orchard right on Fourteenth street electric 
line, or the wondertully beautiful foothills boulevard for onl> 


Or a suell little four-room cottage on Herzog street for $2450 


Modern, jti-,t finished 
Eas} payments, same as rent 


West Street, 
:lnt In Town 


ifl"!me 
lm?rovements 
l d'y 8'00<3s sto"- 
bl 
j new 
conslstins of 
A 
a monthjv rentul of S'. 


CLOSE=IN INVESTMENT 


$18,000— 


Fine mo(l-»in 
3 ^ t 3 i \ bu! ding u it tin four mm t & ^-iIL of n*1^. po^toffice 
o\er 40 teet ftontage pij13 i poi cei t 


$15,000— 


Central Invstment of four modem extn well 1 mil- tilts i anc! " looms each 
pajs 11 per cent it ven leiaonable ient= on main cio=3 town business stieet 
adjoining busings center 


ESghteeeth Street, Near Market 


fSt?r?n 
S3 ^'"KS, S ;?S &%!?$ JnKS 


fS^e'-mon^ ^£ ^ XTZ?M'KtSM?^^" 
S$$ 


Sao Pablo Avenue 


An Fast Oakland 6-room charming little home, upon the East 
1 \\ent) -first ^treet hills 
Fine MCW and a big lot 


For one of the ^ erj nicest little homes on Walsworth avenue two- 
stor>, , rooms and bath, large lot swell surroundings—Linda Vista 


undei old rentais 


$7000— 


Substantial residence 10 room* hard voofl flats modern plumbing debated 
corner 215x1-10 ttnf home section neir cat line 


CLAY STREET FRONTAGE 


Piitv feet f-onttge on this fine business stieet ono c C the few pKccs offeied 
f i s It 
Stoics would pns well heie 


$6750— 
CHOICE RESIDENCE 


Fine ie« device 7 rooms (n c IP of th* 
hoi o^t 
residence- 
* c tion^ 
nnt 
Telegiaph asemie and south of ^th st eet 
lot WxloO d hewa 
Too la gp 
for owner 


INESS 


$2300— 


Se\ent\ four Toot COHIPI with two ingles 
at thn Ji nctmn of four street1! 


in fist dc\ eloping s c t on of Oakland stoi^ and flats heie \vould bring in bi"- 
ictuius 


$2500— 


Good 
stiee 


$2350— 


Good cottisi 3 room": oath gas bisem"nt 
hue location 
14tli and Adeline 
stieets 


eventeenth Street, Near Castro 


irnished 
•Ing J100 


J.F.MINNEY 


422 nth St., Jost East of Broadway 


Bysaniess Property a Specialty 


\evi modern 7-room home ten minutes' w alk to Fourteenth and 


Broadway, right in the midst of the choicest, most rapidly improv- 
ing residence district surrounded by car lines, twenty-five minutes 
to Frisco lot 30x137 also new garage just finished, but a change 
of business compels owner to sell—it's a snap. 


If taken at once for a 810,000 home of 9 rooms, on the finest lot in 
all Linda ~\ ista the MCW takes in most of the earth worth looking 
at and the neighborhood is the swellest of the swell 


But if jou want to build we can offer a choice list of lots in 


various parts of the citj for your consideration and will aid vou all 
we can to pick out a bargain. 


The Qeo. W, 
Johnson Co, 


The National 
Realty Co. 


*52 BKOADWAY 
PHOJ.E CAKL.AND so«7. 


Great I mi vestment 


This « leallv *. mast lemarkable old! 


\\f Pave in clasilr betXclev throe bl XW 
from the K(?s Route s .ition and Ivu -tv- 
ri\e mmuus lide to o K and on a lot 
« . V w cI"BHn* ." 
of flats and 
a nrst cU«s Axe room com?" 
tliov ai i 


who'lv modern 
fHeiv 
on->tiuctrd 
~ia, 
elec-rlc tj 
,pd so a r.ngod as to get 
light i i cvcrv icon 
thi 1us IK on 
th- om side of the \o 
and the cot age 
on the other 
hra'di. which thei 
1s 


nlentv of 
v aril loo-n 
v en t . an 
i ifo- 


moWic wav 
the untal 
v ii e 
of thta 


Uiopeitv h no 
pe- -n, ith 
mo will In- 


i reasc rT.thei thai otherwise 
rikt ell- 


New Modern 


$800 Cash 


This hanisomi. 
piopLitv 
s 
locat«4 
near <Li<J and Adeline In a good lie " 
borhpnc 
close to the Kej Route and 
piactic llv on the cdr line ten mln itw 
to Broidwnj, 
it is a neat attiactlvs 


L ?CC \e" .bullt a"d Consisting of flv» 
bright 
handsome icons the vvalli an 
prettllv tlned 
gas pipes um to every 


loom 
lighted bv kab md tectiicity. 
ample 
he, t 
encloaed 
porch 
six root 


basement and grood der-. \-iid theie ar« 
t v i o n 
t «lceplng io)-ns and thoioigbly 
modern ba.th 
Price $^oo $800 dovin 


lifu 
tiful 
?" 0,'e?n<"! H«JKhts 0" a beau- 
t 30 ft 
lot 
house well ron- 
ftructed 
throug-hout 
looms a.e 
I < ire 
llpnt. aid convenient!! ananged 
T im« 


Located in E Oakland convenient toj 


Sn hi £ITS ^ 
sch°Q}<< arid churcles 
on high ground house in fine condition 
4 large 1>>.J looms present ovvnei d-sli 
Ing a n ontlilv income of $2S whloh in 
oe mad 
permanent $1200 caih and !1i 
Inside Invest- 


ment on I9th St. 


!? 
land values on this stieet ai e J»i ^ 4er 
ft and when San Pablo <ive is bltun in- 
l?ed will <iulekh go to S300 
Buv this 
it once vour monev Is sate and soi nd 
and »nl bilns vou 11 pel cent 
Rithiut 
speculat on 
Price fopo 


A. J0 SNYDER 


REAL ESTATE 
BROKER AND 


DEALER 


90! Broadway, Cor. Eighth 


1172 Broadway, Cor. Uth, Oakland 


o. 


411 SAN 
AVENUE 


Phone Oakland 8627 


o looms hatn 33\l2o near Piedmont a\enuc 


10G9 BROAD\\ 4.Y 
OAKLAND CAL 


PHONE OAKLAND 6o57 


Fife room cottage on 10th it • good 
condition 
house alone Tiorth the 
price 
good 
basement 
laundr\ 
''trong foundation street work all 
done close to school SHOO, mort- 
gage can remain on the place 
(26) 


j 
We have six five=room modern flats on Telegraph 


Llaymaece Real Estate Co0 l7eT^TZtet' t 
w5tWn« 
ne- 
Wock of the 22lld 


07 
street Key [Route Station. This 5s an excellent piece 
off property and well worth the money. 
We womEd 


ask that you drop in and see us regarding this, when 
we wiii give you full particulars. 
We have only a 


limited option on this property and it must be hand= 


Terms can be arranged. 


11 v\ 
1 1 1 1 
*\ 
•—. 
>ami 


Must be sold at sacrifice. Apply 


812 San Pablo Ave. 
W. H. MACKINNON 


A0 CANALEO & CO0 


INCORPORATED 


Real Estate 
General Insurance 


General Offices: 
Tribune Building 


8th and Franklin Sts. 


$9000 


Take advantage of this opportunity 
For 3 niece of piopertv advancing even day in value on a vcij tksu ible 
comei in East Oakland 
This property with a 
little 
Improvement 
will 
be 
worth double this value 
S4 000 worth of Impiovements on the land now 
The 
propertv ground alone is worth this 
Come and see us and, we will show vou 
that this is worth whit we sav it is 


$5000 


Seven loom colonilt house on Chcitn it St 
near 16th lot 34 bv 100 ground 
worth $70 a tiont foot 
Good nome and 
Investment 


$4300 


Modern 8 room 'hlngled nungalow on lot 32 bj 
11: near 40th 
St 
Kev 
Route 
A fine buv in a good location 
n 
Bt *-ey 


$4300. 


Lot 40 bj 100 with a beautiful new cottage of 6 rooms 3 blocks from Mar- 


OTioue' st*eV 
* ™'kins: dl<;tance from ^wn 
Panelled and; anlshed^ Iu£ 


$4000 


Two storv colonnl house close in and v\ liking distance fiom town, near 2'd 


Two Hats near S P R R shops i l w a v ^ lentpfl 
an exceptional good hm 
pals now ov»r 10 per tent net 
Good te i on for -Jelling 
s 
UUJ' 


»EE PAOE II 


T^o 
6 room 
cottage1* 
shingled 


$4500 each in Linda Vista Heights 
near the Oakland Ave 
car line 


lot 40xl'50 with Eastern exposure 
the house Is perfectlv neu 
his 


laundrs, basement 
cement foun- 


dation 
electric and gas lighting, 
stieet woik sidew i k and sewtr in 
terms cin be arranged 


On Linda Vista HelRht= 
% Mock 
from car line 
bungalow cottage 
'nt 12x112 southern exposure lust 
new 
3 bed rooms bath laundry, 
basement street work and «ide - 
valk wor^ all rloi » 
. E. HOTLE & CO. 


REAL EbTAJE BROKERS 


466 Tl NTH STREET 


PHOAE O4KLAND 4159 


$3500— 


New 5 room 
Cottagp 
high base 
ment 3Tfexl(» on high ground 
two 
cu lines East Oakland $1400 cash 
bal $2o pei month 
i-, 
$4250— 


A fine new 6 room Cottage 
high 
basement 
combination fixtures on 
| 
Cliestnut 
neAi^ 2bth st This is a 


" $5000^ "" J U"' 
~3 


I mda Visti 2 ston f room Colonial 
House new and modern 3o\loO 
18 


i. ^ 
and 


yiuujnow wn?.Te >o buv In Oakland and where the citj is buildme t,n 
build up in the future, so as to bu> to advantage. Come and see ^s 


Mostly 80-foot lots, prices extremely 
reasonable suitable building restrictions 
be«t 'investment for homes or 
specula 


tion 
There are a few 60-foo* lots to be 
had at $1350 
Aik for map and prices 
Lesslg & Mason 


1301 Broadway 
2 Telegraph Ave. 


• 
-, -- 
- 
G room cottag" 
bath 
hlrh sr-ade plumbing and fixture- 
natural wood nnLsn 
panel dining 


100 
Good elevation and view" neaT 


car 1 ne 
Terms J1000 cash balance 
momnlv 
wa.'t»nt.e 


toilets, high grade plumbing and fix 
tures natural 
wood flnlSh paiel 


dining-room closets reception hall 
handsome mantels, lot 40x100 
hfeh 


elevation 
splendid view 
near clr 


mnoenthhtermS *M 
Cash 
b«1-"" 


a?,'!» 0F'5on )s-that for 'option hones* 
' 


1301 Broadway 
2 Telegraph Ave. 


Lots $200 to $500 


Be>.t located lots for the mon-y to t* 
had in Alameda Count}. close to center 
of Oakland con\ t nient to car lines eaev 
terms 
no interest 
no taies, improve- 
ments free, if vou are desirous of build- 
ing or are looking for an ln\estment It 
will par you to lnvestl«at». Writ* or 
call, room 2. MBS* Broadway. 
, 


Hayden-Welie Co. 
8357 Broadway Near 17th. 


Tel. Vernon 14 


Bargains 


5>:50 — Beautiful shingle bungalow well 


built and aP modern conveniences 
tonvenicnt to tno car lines and 


THOMA 


Three Bargains 


S. 


532 San Pablo Avenue 


OPPOSITE UTH ST 


PHONE OAKLAND 6982 


$30 per Foot 


90 feet on south side of 43d st 
near 
0*incluacd in th"price- 


Lot 30x100 on Chestnut st , worth $2000 


Lot 30x100 on north side of Howard st 
1 block from Key Route depot 


Ihls large 
commodious home 01 9 
rooms and bath at in.? Linden sti el 
boxl 5 with 
1 
i \130 aciott u 9 
rrai 
is well worth $7o(K) 
\ B od 


two <5toij lain of nntchod luml 
i 


fine d r K e w i j 
T,0u ojniiot fall 
be nterested 
leims 
to 


Per front foot Think of the chol<-,,st 
residence lection In Oakland—Llnoa 
Vista 
Think of the choicest it! « 
In I nda Vista—Fl norado a\e Then 
con--at once and bui one of th.se 


P« front foot for piopert% that l> 
today woith 1300 
This interests vou 
of couree 
08 i SxSs on 20th gt 
be- 


S2fn Tie!efLaph ana Ban Pabl<> a^ e 
Two ipleidld cottag^B now pavlriir 
g-oofi Interest 
Snap buyers see tlji 
at once 


Brand-new 
cottage 
completely 
fur- 
nished 2 clocks to Kei ftouto station 


GEO. 
W. AUSTIN 


1018 BROADWAY 


ieess Coraer 


w 
s ot 


$4450— Piedmont bungalow of i 
rooms 


bath and baseemnt bran new and 
commands fine view 
one block to 
car line and 2 blocks to Kev Route 


"" lrre« • tw° 


Bargains 


$2500—4dims Point building lot, this |. 
v»rv choice and under the market 


J-200—Northeast corner building Jo 
or 


Terois 


Lot alone is worth F2400 
h 


Sueset Realty Co. 


464 11TH ST 


Phone Vefnon *7a 


Clarence Fogg 


HomeBuiidingCo. 


OWNERS. 


213 Telegraph Ave. 


If j-ou want a cottag« or houee <» 


mo»t »nj location, we think we can 
please yon. 
We have several neariy 


completed Boj- one row and select JOur 
own colon of paUnt lurf Inaidi 
Uon»; ttmy term*. 
- 


FhoM OAKLAND 9K. 


I have a fine corner right at the ter 
minus of an electric line in East Oak- 
land where a store is needed. locaJttv 
thickK settled and all built up «ith n'ce 
Homes can sell vou from TO to 50 feet 
front 
a store and flat could be con 
tructed and the whole would not cost 
:o exceed $5000 tenant waiting to move 
in as soon as completed 
(4004) 


I ™ld for Geo H Hahn 
to Martin 
Schick 
on noi'h side of 9th s- 
near 
Grove 'or p; i«o 


$5500—Elegant new home of 6 rooms close 


to Telegraph ave nve minutes walk 
to Key Route Station 
this houae 
was built bv day labor artistically 
^•"V1 lIUMion oalc «"Sted 
nood 
thrcujthout 
ga.s and 
elec- 
trlcltj large pantn- 2 toilets strict 
K modern and in everv- way verv 
prt1tti_?nd deslrab'e room lor stable 
and drivewa\ 
fo- in art'stic little 


home In a desirable nelg-hhorhood 
and conv^lert for 
-ev erv tu'mr 
,t 
has no equal for the price we ar» 
exclusive ; gents 


INCOME TLATS 


IHIENRY2.JONES 


458 9TH ST. 


$350 Cash, $7 Monthly 
Cottage of 4 rooms entlrelv new »tre»t i 
work all done seweied etc 
near local i 


to? alfn» To'"0"'10 °arS 10t SOK10° PriQ* * 


S2S Cash, $S Monthly 


Lot 50x301 onlv 
a few minutes wa k 
to 2 electric cars 
cltv water 
no ex- 
pense for street work 
Price $750 


$150 Cash, $6 Monthly 


House 1 rcom Hvl6 lot 30x100 street 
work complete 
onlv IV, block to elea. 


$750 


MY XE \\r TRACT IS GOING 
SOLD 
1 HIS IS THi, GEM OF 


LEANDRO RO\D 
\LL KINDS OP 
FULL BJ;ARI\G FRI ir TREES 01- 
ANGBS, 
LEMONS L1C 
.LOTS 40x1 VI 


PRICE ITi 
RESTRIPTION TO Wvil 
BUILDINGS 
A(,KNTS OV GRODNn 


2 O CLOCK E\ERV DAT 
TAKE BAV 


LEANDRO CAR TO DUTTON AVF 
OR 
C\.LiJrf 
* 


458 "" el 


H. Z. JONES, Owner 


$6750 


For a certain as well as a permanent 
income, this class of property fa tlushSt 
for the .mall Inventor two modern, we'l 
buL't,fla£! w!th bath» stable irtndmili 
and tank 
above 7th «t. near AdeHr,. 
station the best renting distriS In O«k! 
land 
both rented for t&, per month to 
flrst-class tenants thli I, nearly 12 nl? 
cent groso or an aiwured Income of 8 
per c-rt net on thfa investmert 
large lot Cxl65 aunnv front 


CHAS A WKTJCORE iT~c5~ 
GE3CERAL AGENTS,- 
KWE8. NO 1«4. k 


auction «!« 
Commpaga^-^ 


owners of flan Diego. <1tr or coautrv 
propertr K>llctt*4. 
Advice 
riven 
to 
partia desiring: to Inv-e.t. Kr Cljas. A. 
Wetmore, before engaging In horMct^ 
ture was the flrat to establith a re-»l 
estate bu«lncr<; in S ir DlQ|ro and IP 
familiar with all 6t\ elopments and land 
title*. Exchanges for Oakland propertT 
effected, when practloable 


TO LEASE 


Finest Location in 
Oakland for Whole- 
sale House, Cafe, 
Bank orstnall Man- 
ufacturing Concern 


GOOD EIEVATOB SERVICE 
LAROH 


BASEMENT. AMPLE LIGHTS 


CORNER 
BCTLDING. 
MODERN " IT* 
EVERT PARTICrt^AR SIDEWALK 


ELEVATORS MOO SQ FEET WT 


FI/XT 


CASEMENT. 


„ 
COA«T LAND oo' 
&I1 Dwlctit War- 
Pksne 


Reasonable to right pmrtv 


Add.«»s, CASHIER. 
" 


inmuiu 


THURSDAY^ EVENING; 
OAKEAND 'TK.LbU.MJ5. 


REAL ESTATE. 


This Is tho price asked for four splen- 


did flats located In beat lenting district 
of Oakland, one block to oar line, three 
blocks to 3. P. Depot: the lot Is 50*130 
feet; the flats have southern exposure, 
with an aggregate of 26 rooms; showing 
an annual Income at J1284 old rentals 
Eich flat has Its own concrete basement; 
bui'dlng in first-class condition, they 
among the best built flats in the City- 
Oakland and are easily worth ?1000 
more than the price asked. The propertv 
has its own water plant, consisting of 
first-class artesian well worth ovfr S1 
to see this property Is to become con- 
\mced that it is absolutely the best buy- 
Ing flats offered In this cky; as we have 
but a limited option it is important that 
;OM call early if interested. 


A Beautiful 


REPORT 
OF THE CONDITION 
—OF THE— 


Union National Bank 


AT 
OAKLAND, 


n the State of California, ai! the close 


of business March 22, 3907. 


RESOURCES, 


.oans and Discounts 
$1,662,57825 


Overdrafts, secured and uase- 
cured 
S Bonds to secure circula- 


tion 
'. S Bonds to secure U. S. 
Deposits, 


Premiums on U. S. Bonds .... 
3onds. securities, etc 
Banking house, furniture apd 


fixtuies 


Dthei real estate owned 
Due from State Banks and 


78,350.lt> 


150,000.00 


200,000.00 


12,125.00 


459,573.19 
• 6,393.73 


60,163.51 


Bakers 


Due from approved reserve 
agents 
4.44,571.9E 


Checks and other cash items.. 
776.0" 
Exchanges for clearing house. 
32,300 6: 


Notes 
of 
other 
National 


Banks 
4,525.0' 
Fractional 
paper 
currency, 


nickels, nnd cents 
awful Money Re- 
serve in Bank, viz: 


Specie 
$358,300 90 
Legal-tendsr notes.. 
1,47000 


This is a rare opportunity to secnr 


tr. s modern bungalow situated m Oak 
land's finest resident district, the lo 
Is very large and 
sightly, beins -10x13 


feet with southern exposure; ample roon 
f a large driveway and barn, there ai 
r, arge sunny rooms beautifully tinted 
f >ou are looking for a bunga'.otv at 
riofleiate pilce, th1s is your chance. 


S 
t_* 


We have today placed for sal 


t"o artistic 5-room bungalows 
These have been carefully and 
faithfully 
built, and stand on 


their merits. Located on a high 
terraced lot on the highlands of 
East Oakland, one block from 
the TL 18th <=t. car line and five 
minutes' ride to Broadway. One 
on a S. 'W. corner, the other 
iU?xt door. $2700—$2800. If in- 
terested in bungalo\\s, don't fail 
to >ee these at once. 


LA HONDA 
LAND CO. 


Redemption fund with U. S. 
Treasurer 
(5% of circula- 


tion) . 


357.3: 


359,779.9 


7,500.0 


Total 
53,451,387.0 


LIABILITIES. 


Capital stock paid In 
5 
Surplus lund 
L'ntlivided 
profits. 
legs 
ex- 
penses and taxes paid .. • 
National 
Bank 
notes 
out 
standing 
Due to other National Banks. 
Due to Sta^e Banks and Bank- 
ers 
Due to Trust Companies and 
Savings Banks 


Dividends unpaid 
individual deposits subject to 


check 


Demand 
certificates 
ot 
de- 


posit .... 
Time certificates of depos't .. 
Certified checks 
.. 


Cashier's checUs outstanding 
I nited States deposits 


TRAVEL. 
i : 
TRAVEL. 


other 
than 
those 


stated — I.etteis of 


130,000.00 
100,000.00 


82,329.89 


146,950.00 


13,541.92 


2S3.254.1S 


36,010 l: 


1,812 00 


1,737 375 0. 


503,520.6' 


74,18-1 9r 
77.96S.S3 
"2,50.1.51 


200,000.0. 


2W=2W Albany BIdg. 


M. B. SKAQQf 


S9th amid Telegraph 


Liability 
abov» ...... „- 
- 


Credit 
................. 
1.850 0 


Total 
........ 
' 
........ 
$3 «1,387 0 


State of California. County of Alameda 


ss;I W. W Crane. Cpshler of the above 
named bank, do solemnlv swear that th 
above statement is true tn the best 
mv know ledge antl belief 
W W CRANE, Cashier 


Pubsoilbefl and >-worn to before me th! 


27th tlav of Mar 


Notary Public. 


CORRECT— Attest- 


.TOTIN 
CHAS 
ADAMS, 
0 
R PALMKR. 


E. P VANDBPCOOK, 
Directors 


LEGAL. 


Sunset Route 


DAILY TWO TRAINS 


New Orleans, Los Angeles, El Paso, 


Boston, New York, Chicago 


and other Eastern Citiefs 


The Winter Summer Route 


personally conducted excursions 


Sleepers, Observation Parlor, Cafe Dining Cars 


Drawing Room Sleepers 


Variety of scenic attractions 


ORANGE GROVES, COTTON FIELDS, PALISADES 


of the Rio Grande.. 


SOUTHERN PACIFIC COMPANY 


NOTICE OF TIME SET FOR PKOVINB 
WILL, ETC. 


In the Superior Court of tfce county 
of Alameda, State of California.. 
, 
In the matter of the estate of Hermann 


Althof, deceased. 
Notice of time set for proving will, etc. 
Notice to hereby given, that a petition 
for the probate of the will of Hermann 
Althof, deceased, and for the issuance 
to Hermann Bahls of letter* testamen- 
tary thereon has been filed in thta Court, 
and that Friday, the 12th day of April. 
A D. 190!, at 10 o'clock A. M. of said 
lay, at the Court Boom of Department 
No. 4, nf said Court*, at the Court House 
.n the City of Oakland, In said County 
of Alameda. has been set for the hearing 
of said petition and provinjt said will, 
when and where any person Interested 
may appear and contest the came. 


Dated March 25th, 1807 „ , _ . . . 
JOHN P. COOK. Clerk. 
Bv A. A. ROGERS. Deputy Clerk. 


NOTICE OF iAl_« OP WKAl. 


AT PRIVATE SAIC. 


1997. in the matter of the estate 
„__,. 
Shutt, deceased, the underelgMd. execu 
tor, of tho last will of O«««e g™{£i 
deceased, will sell at private sale to we 
highest bidder tor rash, goM cola or t«« 


W. F. WILLIAMSON, Attorney 
Petitioner, San Francisco. Cal. 


for 


Estate of Mnry Ja»e Woolley. 
Notice Is hereby given by the »n««r- 
gned administrator of the estate of 


I Mary Jane .Woolly, 4ecea*ed. to the 
creditors of and all persons ha.v4ne clJlmB 
*gHin»t the said «eceaped. to exhlMt thma 
with the necessary vouchers within MM 
months after tl e first publication of thU 
notion to the said admtnintrntor at tn« 
office of Ezra W. Decoto. 35 Bacon Blfl*.. 
Oakland. Cal . which said office the un- 
dersigned selects as his place of bu«tne«» 
m all matters c-onm»cted with s,u« cstatt 
of Mary Jane 


NOTICE OF TIME SET FOR PROVINO 


WILL, ETC. 


Corner 13th and Franklin Sts 


Phone 'Oakland 543 


In the Superior Court of the County 


of Alameda. State of California. 
In the matter of the estate of Inge 
Christina Momsen, also known as Inge 
Christine Momsen. deceased. 
Notice oe time set for proving will, etc. 
Notice is hereliv given. that>a petition 
fir the probate of the will of Inge Chris- 
tina Momsen, n!so known as Inge Chris- 
tine Momspn. deceased, and for the Issu- 
ance tqxAndrew F Hass of letters testa- 
mentary thereon has been filed in this 
Court, 'and that Friday, the 6th dav of 
April. A. D. 1907. at JO o'clock A. M. of 
»ald dav. at the Court Room of Depart- 
ment No 4. of said Court, at the Court 
House in the City of Oakland, in said 
County of Alameda has been set for tlv> 
henrinK of said petition and proving salt! 
will, when and where anv person inter- 
osted mav appear and contest the same 


Dated March 2=.^ COOK ^ 
Bv A. A ROGERS. Deputy Clerk. 
GIBSON & TVOOLNER. Attorneys for 
Vetition.T 1003'4 Broadwav Oakland. Cal 


the time of his death, 
title. Interest nnd estate that . 
estate has acquired other than, o 
dttlon to. that of George Shutt 
time of his death, ot, In and to 
certain piece or parcel of lira i 
improvements thereon. 
situate 
and belnir In the Township of 
County of Alameda, State of 
and bounded and particularly 
as follows. tOJWlt: 
. 
t.»mln». 
Commencing at the point o{ *e™',? 
tlon of a line which begins on the south- 
western line of th» Old County Roafl 
from Oalfl&nd to Sin Leandro. at a yom; 
thereon distant two hundred and «J''"i 
seren and 10-100 C27710) feet northwest- 
erlv from the western line of L'ese Ave- 
nue, and continuing thence «lu'1ljl) "„, 
*) minutes wst tw» hundred' »™ 
and 79-100 (21879) feet: ana scutn 
.« nesrevs 10 minutes east one hundrw 
and ftftv 050) f«t to the po nt of ter. 
minus above referred ro. which point 


Administrator of th<" estate of Mary Jan« 


Woolley, dec -ased. 
Dated, Oaklaid. February 28. IMI7. 
Ezra W. Decoto. attorney for «.amliu»- 


trator. 35 Bacoi Bids., Oakland. 


OFFICIAL. 


NOTICE TO 


CONTRACTORS 


Office of the Cleric of the Board of 
Supervisor, JUamrda County, California. 
Oakland, March 23. 1907. 


Scaled bids w.ll be received by th» 
Clerk of ihe Board of Supervisors of 


NOTICE OF THVtE SET FOR PROVING 


WILL, ETC. 


r lot on kJrd st . east o£ Tel- 


egraph 
30x100 


S800— l,nt e.'St of Tcleeiaph 
and 
near 


Idor.'i Park. 'il'ixl'O 
$15<»-Clnrfmont avt 
88x130 
There 
l«t 
monev In this lot for the om> who 
bins it 
oass terms 
jl500_Closr to Teiegiajih. lot jO\10fl. veiv 


ensv termb 
Sloa pei 
fiont 
foot, lot on Telfgraph 
a\t . 
unnbstiuctpd 
\ iew 
diioctlv 


fiontlncr n cross-street r>j\19i, price 
will soon advance 
J1200—Fine int or 
KOocl stieet. southern 


frontage. 40xlOy 


Int 
for .1 home 
street work 


done. <.on<*ment location. .ilKlii 


fyXl 
If von wish to invest In one of the 
he«t 10-room Hats in Oakland, see 
me at nnrc ''This I" well w o i t b $1000 
mote than the nskms pi ice 


FOR P \-T.E—Xcu cottage, 4 rooms, bath, 
laundry; lot 31.4x80. situated on Gee 


• st 
2 blocks from University ave. and 


4 "from Key Route, only S-5 50; easv 
terms. 
53700—5-room 
cottage 
bath, pantry 
hish basement, lot 30\150. 
Situated 


nn ]2th 
a\e, 
Kait 
Oakland, 
easy 


term" 
$1700 
4-room bungalow, bath, electric 


lights 
IHmg loom, fruit trees, large 


bain 
lot 403.123,. sltuaterl on Prospect 
a\p , Fruits ale 
^Iha. Special Representatiie X Ltional 
C'o-operati\e 
Realts 
Co, 
T.0^6 
San 


Pablo <ne 
cor. "Folger st , Berkelev 


In the Superior Com t of the County 


of Alameda State of California 
In the matter of the estate of Henry 


TV Anstev. deceased 
Notice nt time set for pioving will, etc 
Notice |s hereby g\\ en. that a petition 


for the probate of the will of Henry W. 
Anstcv decease'! and for the issuance 
to "Mary I Anstey antl Florence Slusser 
of lette'ia testamentaiy theieori has been 
filed in this C'ouit. and that Monday, the 
1st "lav of April A D 1907. at 10 o'clock 
A M ' of Hi...1 dav. at the Court Room 
uf Department No 4 of said Court, at 
the Court House In the City of Oakland 
In said Countv of Alameda. has been se 
foi the hearing of said petition and prov 
Ins said will, when and nhere any peison 
Inteipsled may anpear and contest the 


S!Dated March Hth. T»7 
JOHN P 
COOK, Clerk 
B- V A ROGERS Peputy Clerk 
GF,O 
I, HT'GIIF.S. Attorney for Peti- 


tioners 
""17 T.meni St 
-RnrVo'pv Pal 


The Wafer Link in the 


Transcontinental, Journey 


Mew Orleans to Hew York 


ELEGANTLY EQUIPPED STEAMERS, 


NOTICE OF TIME SET FOR PHOVIN* 
WILL, ETC. 


In the Superior Court of the County 


ot Alameda, Srtte of California 
In the matter of the estate of Caroline 


Lausnstein, deceased. 
Notice of'time ret for proving will, etc 
INULJIC \" 
—,..__ 
«!*,.*• i r\at-i4f nn 


said road, fifty-two (5? 
incuts, to the point or its ••;-__„- „, 
bv a line bear'1* north M degrees SI 
minutes east from tbe place of beginning, 
and thence south M flegrees SO mhiutss 
west one hundred and sc-rtlm ttjOt '*« 
or thereabouts to the place of t^ 8™ £ 
beinK a portion Of Plot No Four W as 
the said Plot Is de'.'neated and so «««- 
nated on the man entitled. "Map of 


Countv of Alameii, has been 


nate 
on 
e 
. 
Twentv-two Acre Tract." etc.. of record 
In NoT-emher 30th, 1ST? In I.lber One 0) 
of MaoF on pagp TW. in the CounU Re- 


be 


r T r p i t o f ^""purchase monev 
tn h- nald nt the time of pnrchajj. and 
the bnlnnr-e on confirmation of said sale, 
bv said Superior Court 
The decfl for -=ald premises will be mada 


ou 
, 
,o, the hearing of said petition and prov- 
ing said will, when anil v here any per- 
son interested may appear and content 


March 


CONNECTIONS WITH FINE FAST TRAINS OVER 


THE. SUNSET ROUTE 


THROUGH ORANGE GROVES, COTTON FIELDS OF THE SOUTH. 
AND EVER CHANGING SCENERY. 


BERTH AND MEALS ON STEAMED INCLUDED IN RATE. 


RESTFUL AND HEALTHFUL. 


YOU WILL NEVER REGRET THE TRIP. 


Southern Pacific Company 


T?v A 
\ ROGERS. Deputy Clerk 
GOODF'ELLOW ami RELLS, Attorney 


for PetilioncT. 413 Montgomery Block. San 
Francisco, Cal 
__ 
_ 
__ 


at the expense 
Exrrutor of 
Shutt 
dec>=; 


of tht1 purchaser 
ELIAS B SHi-TT. 
the last will of George 


Bronklyn To» nshin. 
Plans and fipeclflc*tlon« are on fil» 1« 
this office foi the Inspection of bidder*. 
Each bid rmist be accompanied by a 
check for at least ten per cent of the 
amount of the bid or proposal, certified 
to by some lesponmble bank, and mad* 
payable to John P. Cook, Clerk of th« 
Board, to be forfeited to the County of 
Alumeda as igrcpd and liquidated dam- 
ages (mould the party or parties to whom 
the contract «hall be awarded fall' t» 
enter into w« contract after th« awwi 
r.r to give the bond required by the 
Board lor tlie faithful performance of 
the Contract 
(SEAL) 
JOHN P. COOK. 
Clerk of the Board of Supervisor* of 
tlie Countv of AUmeda. 
* 
Dated Man-h 23. 1907 


NOTICE OF TIME SET FOB 
WILL ETC.. AND APPLICATION 
FOR 'LETTERS OF ADMINSTRA- 
TION WITH WILL ANNEXED. 


NOTICE OF TIME SET FOR.PROVING 


WILL, ETC. 


In the Superior Court of the County 
of Alameda. State of California. 
In the matter of the estate of Maiy 


V. Butler, deceased 
Notice of time set for proving will. »tc 
Notice, is herehv given that a Petit;™ 
!or the probate of th» duly authcnticaU-d 
iopv of the will of Mary P. Butler de- 
ceased and for the Issuance to Ella t 
U'alker of letters testamentary thereon 
has been filed in this Court, and thit 
Friday, the 5th dav of Apill. A D. l»i,. 
at 10 o'clock A M. of said day, st t';' 
Court Room of Department No. 4. of said 
Court at the Court House in the Citj. 
of Oakland in said County of Alamecla, 
has been set for the hearing of sairl 
petition and i>io\!ns said will, when and 
wh^rc anv peison interested may appear 
and" contest the same. 
Ddted March 21st, l_10i 
/-.ru- Cl 


Bv A A. ROGERS^ Deputy Clerk 
JOSEPH SLTE T ~ —™-™ 


In th- Superior Court of the County 
of Alame.ia, State of California. 
In the matter of the estate of Charles 
Town, deceased 
. 
... 
Notice of time fc-t for pioving will, 


etc.. 
and nppl'ration for letters ol ad- 
ministration with will annexed 
...._„ 
that a petlt4on 


D. F. & P. A. 
Cor. Thirteenth and Franklin Sts., Oakland, Cal. 


Phons Oakland 543. 


SEWING MACHINES. 


SEWING MACHINES 


Wflieefler <& WSflsosni 


Sewing Machines 
N"edles, Parts and Supplies for both. 


TO LET OR LEASE 
A HOUSE OF 12 ROOMS 


SUITABLE AS 


BOARDING OR APARTMENT 


IN GOOD CONDITION 


Convenient to Trains 


and Oakland 


Applv '0 
F. R. NEBIULX 


1511 7th Street Alameda 


WABASH R, R. GO, 
Niagara Falls Short Line 


INVALID CHAIRS, 


SINGER 


SEWING MACHINE Co. 


San Francisco 113C Market street; 783 
Halght street: 1166 Valencia, street; 512 
Clement street; M31 Bush street; 351 
McAllister street; 2507 Market street; 819 
Golden Gate axe OikUnd. *H Twelfth 
street- 1056 Washington street; 1141 F-ast 
14th street 
Alameda, 1321 Park street. 


Berkeley, 3219 Adeline street. 


Machines for family u*e at 7S3 Halsht 
street 1156 Valencia -street, and 
U56 


"Market street. San Francisco, Cal ; 466 
i:th street. Oakland. Cal 


Machines for manufacturers' use at 1 


Jones street. San Francisco. Cal Cen- 
tral Agency for Pacific Coast, 465 12th 
street, Oakland. Cal. 
PHYSICIANS' DIRECTORY. 


DR. JOS. ARDENTI—Physician and sur- 
geon: diseases of women and 
men 
Hcurs: 1-4 and 6-S p. m. 1673 Golden 
Gate aie., near Devisadeio, San Fran- 
cisco. 


DR 
FRANK 
SUMMER 
LOWELL— 
Chronic and ner\ous 
diseases. 
Ill 


Washington st. Hours 2 to 4 p m 


DR. A. P. HALL, oculist, ear. nose 
throat. 
1111 Washington St., Oakland 
Hours 9 to 12. Formerly 135 Geary, 9 
F 


DR. F. W D'EVEI-TN—Office. 2115 Call 
fornla street 
San Francisco. 
Tele 
phone West 1144; hours 1 to 3. Best 
dence 2103 Clinton avenue. Alamoda 
telephone Alameda 150; hours, 9 to 1 
a m.. 7 to S p m. 


DR. D. jD. CROWLEY, 212-213-214 Cen 
tral Bank building. OfSoe hours, 2 t 
3:20 and 7 to 8 p. m. 


VIAVI. 


A HOME treatment for mothers 
an 
daughters; booklet free; write for 1 
Viavl Company. 319-320 Central Ban 
BIdg ; phone Oakland 3252. 


VALPEAU'S FEIvTALE PILLS 


VALPEAU'S female pills are sure; bes 
regulating pills sold; price S3 60 by ex 
press. Oagoods' Drug Stores. Oaklan 


HAIR PHYSICIAN. 


DR 
M. M. CARTER, hair physician- 
Diseases of head and hair treated 
scalp and facial massage, shampooii 
and manicuring. Rooms 67 and 6S. 10 
Washington St.; phone Oakland 3204. 


CHIROPODISTS. 


CHIROPODISTS—Drs. Elizabeth Johi 
•ton and C, L. Knobloch, chiropodls 
and 
electric 
needle specialists, 13 
Broadway or 12 Telegraph; phone Oak 
land 193o. 


OLD rented, exchanged, mfr. Eames 
Tricvcle chair. 1808 Market, San Fran 
Tel Fell 9911 
VETERINARY DENTIST. 


R WAT KINS 
etertnarv Denrist. 5636 San Pablo Av«. 


TOURIST SLEEPING 


CAR SERVICE 


Chicago to New York and New England Point* 


Mondays, Thursdays and Saturdays. 


L. R. ROBINSON, General Agent. 


TEMPORARY OFFICE FERRY BUILDING, FOOT OF MARKET ST, 


9AN FRANCISCO. CAL. 


. W HUBBARD At- 


tornevs for Petitioner, 247 Delbert Block, 
=nn Friinusc-o Cil _ 
_ 


suance u-i iunip u 
»> »n- "* . 
admiistrauon with the -nill annexed, hes 
been nied in this Court, and that MOP- 
dav. tlfe 1st .lay of April, A. D. IJOr. at 
10 "o'clock A M of Eairt dav, at the Courl- 
loom of Departnifiit No 4 of said Com t. 
at *p Court HOII-P in the City of OaK- 
land, in the Countv of Alnmeda has b(-en 
&pt for the hear'ris of sal ft petition when 
and where any person interest»d mav 
apix-ar and contest the same, and show 
cruise If any they have why said petition 
should not be granted 
Dated March IJ.hM* ^ ^ 
P,v T. A. RITDOLPH. Deputy Cleik. 
LENT ai,d HUMPIIRKY, Attorneys for 
Prtitlonpr, 1549 Octavla St., San Fran- 


NOTICE OF STOCKHOLDERS' MEET- 


ING 
OF T HE 
GOLDEN 
GATE 


CRACKER 
COMPANY, FOR 
THE 


PURPOSE 
OF 
INCREASING 
ITS 


CAPITAL STOCK. 
Notice is hereby given that In pursu- 
ance of a resolution and order of the 
Board of Directors of the Golden Gate 
Cracker Companj, n corporation, orgm- 
ized and existing under the lawi "f the 
Slate of California. unanlmousVj adopted 
at a regular nwtlns of raid Bosrd, dulv 
held on the 25th day of January. H07, 
at the office of said corporation, m tne 
City of Oakland, Countv of Alaim-da 
State of California, a 
meeting 
of 
the 


NOTICE OF TIM1f,_"I|Tr(FOR 


In the Superlo- Court of the Countv 
nf Alameda State of California 
tn the matter of. the estate of Susan 


Mirotlceno?timeC'et€iror proving will, etc 
Notice Is hereby siven that a petition 
King? 
1:&v%vH!1 
T HE; 


PROPOSALS 


Sealed proposals or bids may be de- 
livered to ih. County Clerk of the County 
of Alameda, at his office In the Hall of 
Records., Oakland, on Monday, the l«t 
day of Api 11. 3907, between the hour* of 
10 'and 11 o'clock A. M , for furnishing 
an automobile for the use of the Sheriff 
of Alnmeda County, in accordance wlMi 
the specifications now on file In the of- 
fice of said Clerk of said County, in the 
Hall of Re.-ords. Oakland. 
Said auto- 
mobile to nf delivered between July 11, 
Julv li, 19(17, In ported working oraer. 
Each bicMer to furnish complete specifi- 
cations and drawings or cuts with pro- 
posals. 
Bids must be accompanied by check of 
ten per cen of amount of bM, payabw 
lo John P. Cook, County Cletk of Ala- 
meda County. certlOed by a responsible 
bank, which said check shall be forfeited 
to the Couity of Ala-rorda, should the 
bidder receh Ins: An award fall within five 
(5) days aft^r acceptance of bid to enter 
into a coritiact and furnish a eood and 
sufficient b<ml in t^e sum of Five Hun- 
dred (oOO) Dollars for the falthfjl per- 
formance 0! contract. 
The Board of Supervisors reserves th« 


riffht to rej =et any or all bids. 
By Older of the Board of Supervisor* 
of 'the Cot ntv of Alameda County. 
Dated, M.u-ch 18th, 1907. 
JOHN P COOK. 
County Clerk. 


AMERICAN 
LINE. 


NEW 
YORK, 
PLYMOUTH. 
CHER- 


BOUKG. 
SOUTHAMPTON. 


ATLANTIC TRANSPORT LINE. 
NEW YORK, LONDON DIRECT, 


LEYLAND LINE. 


BOSTON, LIVERPOOL. 


NEW YORK, DOVER, ANTWERP. 


COLONIST RATES TO 


CALIFORNIA 


Via 


SOUTHERN 
PACIFIC LINES. 


Daily, March 1 to April 30, 1907. 


DETECTIVES. 


VIANNING'S Detective Agency, room 30, 
855 Broadway; best of references. Phone 
Oakland 2669. 
ANTIQUE FURNITURE. 


YE Okie Curlositie Shoppe—Mahoftany 


tables, chairs, bureaus,, desks, daven- 
ports 
760 Seventh st 


NOTARY PUBLIC. 


WTARY PUBLIC—Legal papers care- 
fully drawn 
Porter, 4(36 8th St.; phoue 


Oakland '.990 


CHERBOURG. SOUTHAMPTON. 


BOSTON QUEENSTOWN, LIVERPOOL,, 


FROM' NEW YORK and BOSTON 


To the MEDITERRANEAN via Azores, 
etc. 


Traveler's checks Issued available 
all 


over the world. 
G. N. KOEPPEL, Passenger Agent Pa- 


cific Coast 
Room 207 Monadnock 
Building. San_granc|sco. 
__ 


ATTORNEYS-AT-LAW. 


From Sioux City 
Council Bluffs. 
Omaha 
St. Joseph.. . 
Kansas City . 
Leaven worth . 
Denver 
Houston 
St. Louis 
New OrleanB 
Peorla 
Pittaburg 
Memphis ... 
Bloomington . 
St. Paul 
Chicago 
New York .... 


A A MOORE, attorney-at-law, 15 Second 
Si . San Franclsca 


STANLEY MOORE, attorney-at-law, IB 


Second St., San Francisco 


ALEX MURDOCH' lawyer, advice free 
5 to 7 p m., at 876 37th st, Oakland. 


OSTEOPATHY. 


Electric Light Bath 


FINE EQL1PMENT. St. Paul BIdg.. 12th 


and Clay 


DR. F. A. LACET, Specialist In Oste- 
opathy, Electro-Therapeutics. St. Paul, 
12th and Clay *t». 


MOVING AND STORAGE. 


BEKIN'S Van and 
Storage; packln«, 
moving and storing 
furniture; 
brick 
warehouse; shipping at reduced ratei. 
1016 
Broadway; phone Oakland 907. 


COOK-MORGAN Storing & Mo\ Ing Co — 
Furniture pianos, merchandise, pack- 
ing and shipping. 
Office. 503 14th St.; 
phone Oakland 3235. 


STORAGE AND MOVING <-O., 
largest vans and warehouses; cut rate 
shippers 
510-525 i2th st; phone Oak- 


land 2071. 


AARON TURNER, attorney-at-law, •£- 
tary public. 967 Broadway; phone Oak- 
land 7467 


BEN F. WOOLNER. Attorney and Coun- 
selor-at-Law and notary public. 1003% 
Broadway; rooms 7 and 8. 


L S. CLARK. Atty.-at-Law, 851 Jackson 
st ; consultation free. 
Open evening!. 


B. H. GRIFFINS. Aitorney-at-Law, U. 
S Bk. BIdg, Oakland; te). Oakland 651. 


$27.00 
,.. .. 25.00 
... . 25.00 


25.00 


, 
2500 


, 
25.00 
25.00 
25.00 
.. j... 30.00 


30.00 
81.00 
42.00 
31.65 
32.00 
34.90 
33.00 
50.00 


, 
stockholders of said corporation !•= h«re- 
bv called for and wll be held at the 
office of said corporation, corner of Ninth 
and Cedar streets, in the City of Oak- 
land. County of Alameda, State of Cali- 
fornia (said place of meeting being at 
the principal place of business of raid 
corporation and at the building where 
the Board of Directors usually meet), on 
Tuesday, the 2d day of April, at 8 o c.ock 
P 
M. of said day. for the purpose of 
considering and actms upon the proposi- 
tion to Increase the capital stock of pai.3 
•orporatlon from Fifty Thousand (SO.OUOi 
Dollars, 
divided 
Into 
Five 
Thou-An.l 


(5000) shares at the par value of Ten 
(10) Dollars each, to Two Hundred Thou- 
sand 
(200,000) 
Dollars. 
divided 
into 
Twenty Thousand (20,000) shares, at the 
par value of Ten (10) Dollars each 
The amount to which it is proposed to 
increase the capital stock is Two Hun- 
dred Thousand 
(200,000) Dollars. 
By order of the Board of Directors. 
ALBERT H ELLIOT. 
Secretary pro tern. 


h e C 


'"Ain-li"1* 'D1 l«07?"af>io o'clock 
.„ of said diy, at the Court Room 
fiennttment No. 4. of said Court, at 
Court House in th«> City of Oakland 


,,, =aid Countv of Alameda. has been 
set'for the heating of said petlton and 
provinR said will, when and where any 
person interested may appear and contest 


^ »A * i lUTn-rVll IX 
1W7 
DBted -^ 
JOHN P COOK Clerk 


Bv A A ROOrmS. Deputv Clerk 
OSGOOD PUTNAM. Attorney for JPeti- 


tioner, "" 
" ' "" 
~ f 
* 


OFFICE OF THE 


Assessor of Alameda Cooity 


NOTICE TO TAXPAYERS 


AH Perse n 


Oakland, March S. 1»M. 
Firms, Companies, Corpo- 


rations and Associations, are required to 
deliver at the Assessor's office at th« 
Court Hou: e City of Oakland, Oountr of 
Alameda, nn cr before April 1, 1»07, B 
statement, under oath, of all the prop- 
erty both real and personal, owned 01 
claimed by him, her or them, or In tbclr 
possession or held In trust tor other*, a 


, 
cisro. Cal 


Webster street, San Fran- j jo o'c]Ock meridian on the 


First Monday of March 


1907 


K2S. 
PollttMl 


NOTICE OF TIME SET FOR PROVINO 


WILL, KTC. 


In the Superior Court of the County 
California. 
the 
estate 
of 


Boston and other Eastern points 49.90 


The cost of a ticket can be depos- 


ited at once with any Southern Pacific 
agent In California, and Hie ticket will 
be furnished to the passenger in the 
East, while these low rates are in ef- 


£6Ct' 
G. T. FORSYTH, 


D. F. and P. A. 


Corner 
Thirteenth 
and 
Franklin 


streets. 
Phone Oak. 543. 


NOTICE TO CREDITORS. 


Estat'e of Frederick Christian Poock, 


deceased 
Notice Is hereby given by the under- 
signed, executrix of the estate of Fred- 
erick Christian Poock. deceased, to th? 
creditors 
of and 
all persons having 
claims again.st the said deceased, to ex- 
hibit them with the necessary vouchers 
within ten months after the first publi-" 
cation of this notice to th« said execu- 
trix at the office of Edward A. Holman, 
Rooms 233 and 134. Bacon Buildlnfr. south- 
east corner of Twflfth and Washington, 
streets, in the City of Oakland. Alameda 
County, California, which said office the 
undersigned selects as her place of busi- 
ness in all matt-ers connected with said 
estate of Frederick Christian Poock de- 


of Alameda, State 
In 
the 
matter 


Theodor Julius Huttman. also known as 
Julius Huttmann, deceased. 
Notice of Lime set for pioving will, etc 
Notice Is hereby given, that a petition 
for the probate of the will of Theodor 
Julius Huttmam. also known as Julius 
Huttman. deceased, and for the Issuance 
to Dora Huttmunn and Maisarcl Brucs 
of letters testamentary, thereon has been 
nied In thl' Court and that Friday, the 
«m» day of Maich. A 
D 
1907, at 10 
n r f o c k A M. of said day, at the Court 
Rmvm ol ' b'par-ment No «. of said Court. 
a^the Court House In the City ot Oakland^ 
in said County of Alameda, has fceen set 
for the hearing of said petition and piov- 
ine said will, when and wnere any per- 
son interested may appear and contest 


: COOK. Clerk. 


By A. A. ROGF.RS. Deputy Clerk 
F J CASTEUJUN, Attornev for Pe- 
titioners 
1343 Golden Gate Ave., San 


AUGUSTA POOC'K. 
estate 
of 
Frederick 


ceased. 
ETecutrbc of the 
Christian Poock. deceased. 
Dated, Oakland, JTarch 7th. 1907. 
EDWARD A HOI-MAN. Attorney for 
Executrix, Bacon Block Oakland. Cal 


CLINTON G. DODGE, rooms IB and 18, 


906 Broadway. 


FREDERICK E. WHITNEY, Attomey- 
at-Law, 957 Broadway; rooms 17 and 
19, phone Oakland 4873 


GEO. 
W. l^ANQAN, 202-20S Bacon Block, 


phone Oakland 1431. 


GEORGE E. DE GOLIA. 967 Broadway, 
northwest corner of 9th st, Oakland; 
room 2; telephone Oakland 38. 


HAROLD L. MARTIN, Attorney-at-Law, 
room 61. 969 Broadway. 


WE ARE amply prepared to store your 
pianos and furniture in Iron warehouse 
at reasonable rates. 
F 
F 
PORTIiR, 468 8th St., phon* 


Oakland 1990. 


:ARPET CLEANING. 


OGDEN & PITKIN, carpet layers, 1064 
Market. 
Cleaning, 
sewing, 
refitting. 


Oakland 9259 or 1781. 


HARRY W. PULCIFER. Attorn«T-at- 
Law, 957 Broadway; room» 22 and 33. 


/Tor/A (ferman<£ioyd. 


FA)BT EXPRESS SERVICE. 


PLYMOUTH—CHERBOURG—BREMEN. 
Kronprinz, Mar. 26, 
1 PM 
Kaiser, Apr 2, 10AM 
— ~ 
II.. Apt - 


Kaiser May". 10AM 
K Wra II. May 14, 


7:30 AM 


JOHNSON & 3HAW. law 
office. 
Broadway, rooms 49, BO and 61. 


LAW OFFICES of J. 1* Smith, -fornierlr 
S F. now 1117 Washington »t., Oak- 
land; phone Oakland 360«. 
Residence 
phone Spruce 662. 


STICK to the old reliable firm- Alamtda 
County 
Carpet Cleaning Works. 
615 


2d St.; phone Oakland 2034. 
TOO LATE 


TO CLASSIFY 


MELVIN 
C 
CHAPMAN, Attorney-at- 
Law, 967 Broadway. 


NTB & KINSELL-. Attorneys-at-Law. 


861 Broadway. 


SAMUEL BELL M'KEE. Attorney-at- 
LaW| u. S. Bank BIdg, Oakland. Cal. 


SNOOK & CHUHCH. Attorneys-at-Law, 


906 Broadway. 


WILSON 
& WILSON (Moraitford *. 
Wilson and Charles H. Lovell), Attor- 
neys-at-Law, I860 Webster st,. coraw 
Pine San Francisco. 


MINES AND MINING... 


SEVEN-room upper flat, choicest in Oak- 
land 
today. 
Modern excellent 
sur- 
roundings, splendid sscenery. To leave. 
References. Rent $50. E. 12th st, bet. 
5th and. 6th av»- 


\ 


HAVE five claims of placer ground In 
southeastern Alaska; suitable for hy- 
draulic mining on a large scale; for 
Information, inQuire J. Johnson, room 
13, Golden W«»t Hotel. iOf Sth it 


K. Wm II.. Apt 9,|Klonprlnz, May 21, 


1 PM 
I 10 AM 
Kronprinz, Apr. 23,|Kaiser. June 4, 10 
noon 
I 
AM 


TWIN-SCREW PASSENGER GERVICE. 


BREMEN DIRECT at 1(1 A. M. 
Main 
Mar. SSiChemnitz ..Mav 2 
»Kurfuerst..Apr. 
4 "Kurfuerst,.Mav 
9 
Rheln 
Apr. ll|Maln..'. 
May 1C 
Breslau 
Apr. 16|*Frledrlch.. May IS 
•Calls at Plymouth and Cherbourg. 


MEDITERRANEAN SERVICE. 


QIBRALTAR—NAPLES— GENOA, 


AT 11 A M. 
K. Lulse.. March Z3*Neckar 
Apr. !7 
K Albert 
ipril 6 Barbarossa.May 4 
Frledrich...April 13 K. Luise 
May 11 
p. Irene 
April 20|K. Albert...May IS 
*Omit Genoa. - 
From Bremen Piera. 3d and 4th Sta. Hobok^ 
N. G. LLOTD EXPRESS SERVICE. 
Marseilles— Naples—Alexandria. 
German 
—Mediterranean—Levant Line. Marseilles 
—Genoa via Naples to the Levant. ROYAL 
ROUMANIAN MAIL STEAMERS. 
Constanza—Constantinople—Smyrna— 
Alexandria. 


North Oarman Lloyd Travetara' Checks 
Good all Over th* World. 


OELRICHS & CO.. 5 Broadway. N. T. 


ROBERT CAPELLE. G. A. P. C., 756 Van 
Ness Ave., near Eddy St.. San Francisco. 
Telephone F-anklin tKS. 


Zlnco and bait-tone 


the TRIBCXE 


nade «l 


Faper ruled at TRIBOfE office. 


NOTICE TO CREDITORS. 


Tn the Stipeilor Court of the County 
f Alameda, State of California 
Estate of Stephen J. Farrell. deceased. 
Nqtice" is hereby given, by the undcr- 
[gned. Kmma Farrell. Admlnlstratilx of 
he estate of Stephen J. Farrel], de- 
eased to the creditors of and all persons 
bavin*' claims against the said deceased, 
o exhibit 
them 
with 
the necessary 
•oucrrers within four 
(4> months after 
he first publication ot this notice to the 
aid vlministratnx. at tne office of E 
< Taylor Esq.. 1*C Park Street, Ala- 
neda California, which said oft c- the 
mdcrsisnP'J selects a? her place of busi- 
less InTall matter* cor.aectfd with -said 
estate of Stephen 


Cal 


Administratrix of the estate of Stephen 
J Farrell, deceased. 
Dated. Alameda. Cal.. March 4th. 1907. 
E K. TAYLOR, Attorney for Adminis- 
tratrix, 1*2 Park Street. Alameda. Cali- 
'ornla. 


NOTICE OF TIME SET FOR PROVINO 


Tn the Superior Court of the County 


of Alam«la, State of California 
In the matter of the estate of Mary 
Jane Hale, deceased. 
Notice of time set for proving will, etc 
Notice is hereby given that a petition 
for the probate of the will of Mary .lam 
Hale, deceased, and for the Issuance tr 
Isaac H Thompson and Arthony H. Illo 
ban "of letters testamonlar.% thereon ha 
been flV-d In this Court, and that Fr,dr.y 
the 4th dav of March, A D 3107, at 1 
o'clock A M. of said day. at the Court 
Hcim of D-partment No 4. of said Court 
at the Court House in the Cltv of Oak 
land 
in «ald County of Alaraeda. ha 
been' set for the hearing of said petitio 
ard proving said will, when and whei 
iny person Interested may appear an- 
contest the same. 
Dated March IRth, ^iso>. 
^ 


Bv A. A KOOKRS. Deputy Clerk. 
,VV 8. ANOW IN. Atlornev for Petition 
ens 9S9 Broadway. OaUlnna. Cal 


NOTICE OF TIME SET FOR PROVING 


WILL, ETC. 


In the Superior Court of the County 


of Alamed.i. State of California. 
In the mattir of the estate of Marcus 
Wnnsch, deceased. 
Notice of time set for proving will, etc, 
Notice is hereby given, that a petition 
for the probate of the will of Marcus 
Wunech, deceased,, and for tne issuance 
to Minna Wunsch of letters testamentary 
thereon has been filed In tni« Court, an.1 
that Friday, the 5th day of April. A. D. 
1907. at 10 o'clock A. M. of said day, at 
the Court .Room of Department No. * or 
said Court, at the Court Ho«*e In tno 
City of Oakland, in said County of Ala- 
m«Ja. has been set for tb« hearing of 
. 
said petition and provlne 
will, when 


and wher' any person Interested may 
appear and contest th« «anie. 
Dated March 18th. 1S07. 
JOHN f. COOK. Citric 
By A. A ROGERS. Deputy Clerk 
THOMAS." GER8TLB. 
JHICIC 
* 
BEEDY. Attorney* ,for Petitioner, : 
Waihincton 8C, San. Fnn^iww. Cal. 


NOTICE OF TIME SET FOR PROVIN 
WILL AND APPLICATION FOR LET 
TIERS TESTAMENTARY.' 
In th* Superior Court of the Count 
ot Alanieaa. State of California, Dei>t 
In tbe matter of the estate of Jan 


Dwinell Hale, deceased. 


Notice 'of time set foi proving will ar 
application foi letter* te«tament»ry 
NOTICE IS HBKRBV GIVEN that 
ivtition for the piobale of the »1Il 
i 
Jane Dwintll II«Jc-, deceasea. and ^ 
the Issuoncc to Harriet Hale Crafts ar 
Edson Dwlce'l Hale of !«tters lest? 
mentary, has been filed with this Cour 
and that Friday, tlw nth day of Apn 
A. D. 1903. at ten o'clock A. M of «i 
day, at the Court Room of DepaHmen 
No. * of said Court, at the Court Rons 
in th* Citv of Oakland. County of Al 
meda, l»a» been aet for the hearing 
said petition, when »nd where any pe 
son interented may appear and contes 
rbe same, and show cause, it any th*y 
have, why said petition should not be 
granted. 
. 
Dated March 26. WOT. ' • 
JOHN P. OOOK. Cleric 
By A. A. ROGERS. Deixtty Clerk 
FRANK 
K. 
PARCELL* 
and 
B. 
NOCTCS, Attorn«]r« for P«tlttontni. W» 
Manadaock Block. Baa rraoclBco. Cal. 


T accordance with Sec. 


Every person who refuses or neglect* to 
urnish th- statomcnt as provide* far In 
ection 36M, 
Political 
Code, 
(Mooaw* 
able to a fine of one hundred <Jotlar» ••« 
he value fixed by thp Assessor on ta«lr 
roperty must not be reduced by th« 
Joard of HqualltaHon. 
All pers< ns owning real »sta.te that ••• 
cen assessed in the wrong n«M, er 
rrors ha-\» appeared on their ta« MUa. 
requeited to call at the AUMMT'I 


fflce or notify tho Assessor br maH 
r before vprli 1 1907. so that tt« 
o-rcction-. may be made on the 
ent roll for the year 1S07. 
ASSESSMENT BLANKS may !» «t>- 
ained at the. Asie»sor'» office, room win, 
Court HOTSC, or from any Deputy AMM- 


HEMRY P. DAUfll 
Assessor of Alameda County. 


Oakland. California, 


OFFICE 6r THE 


Assessor of ilaneda Gouty 


POLL TAX NOTICE 


Oakland. Matx* «. 1HT. 


a DepuU As-e8*"0r. 


SPC JSi9 of the Political Co«e 


'UEverv male Inhabitant of the State o**r 
twcnir-o-ie .iml und»r slkty years of aiM, 
escptit r .uper!", insane persons and !•- 
. in iPt annuallly pay a Poll Ta« ef 
dollars, provided tbe same b« t»im 


between the 
First Monday in March and 
the First Monday in Juty 


Then It '*all be three dollars. 
Sec St.C of th*> Political Co*e maker « 


the duty of It.* As.«!"«»or to "Jeman* P«« 
Tax of i.veir person liable theref or,p •• 
on the l *»irl*cJ or refucal of such pcr^4K 
to pay. he mufct collect hjr geisure faj 
ealc of iny personal property ovmtm tf, 
«uch pel son". 
, 
Under Seciton* «W to «J.> er»rr ^ers 
^ho reft-see to five his own ««me of 
»m* of any person in Me *nn*>y. «r v 
name 
S? 


person 


»S? • 
s d»pwtles 


. 
*emw«r. an4 liable to » fine of 


Tax muvi be paid on de.man«. 


REMY P, UU.TH 


it >lr»iii» OK 
Callfcnria, 


18 
THURSDAY EVENING, 


Of^^^CORDsW^mEDA 
COUNTY 


MORTGAGES RECORDED 
MONDAY, 


MARCH 25, 1907. 


Albert and Johanna Blumert to Mrs 
E. A. Dickey. S Forty-fifth. 
7.".G 8 K of 
Grove, B 33.4 by S 100. portion lot 18 
block 2101. Alden tract. Oakland- $1330 
Bertha F. Xarlninn (widow) to E E 


,,?rll', W Elm- 4!) s Edwards. S 31 tv 
1S». N 28. E 81. N a. K 44. portion loll- 
•H and 4o. map faeiric Theological gem- 
innrv ri-'ini- 
*> 
i ,.„„_ _ ^ « .. 
' 
_ 


•PECIAU.Y 


REPORTED FOR 
THE TRIBUNE 


C E™rtb!thTv9m'ens'el'n a(wldow) to Anna 
.<r---an.t' A- JV- Seaman (husband), 752 M 
SW l o t , ^,°n-'\*-tmt' ,l"° sw Mather, 
su 
iu ny N\V 12a, portion lot " bloek ; 


map plan of Howe tract, Oakland; $500 
Ceulral Bank to Kdwin J. Bove*. i DC 
31. 2.1, lots, 1 and 2. block C, map Xo ; 
Linda -Vista Terrace. Oakland; $SOOO 
" 
Oakland Bank of Savings to Earle H 
Ru,,ell and Herbert C. Montgomery 775 
M^ Ujo. lot IS,, Paidee Park, Berkeley; 
"•n- ?"^ 
-i '""' Ro=p J- Carrloza to A. I, 
I'lirtado. lot G. bloek H. San r.eandro 1 
year at 9 per cent. Kile,, township; $2000. 
MORTGAGES 
RECORDED 
TUESDAY 


MARCH 26, 1907. 


R. S. Lyon (b% attorney) to Lewis II. 
Bishop, same ai in deed from J. (J. Sen I- 
''^nis'Sw'^i;,^,8 i;;;;,1 
cei 
wifr^;, *r^ f *^-(^. ™ *:-w~<i 


Adam Jae*,, ,Hme 1W In ,,.„ frorA,C |;2g:''^»r 1,^ » |, iSj£ 


SUiiij. 


Berkeley Bank of Sa\ln>{s & Trust rn 


".'n J"1^1;-"1 Jt- -Vver (wmower), 713 M 
V . ; &:°?Jlu,rair: »tre«f. 13' 'V Bonita ave- 
nth', s 01. jl, E :;i', N 5 > > - 8 W •]•'no 
AV 


pHi-'uul0' "S' Twltche11 tract' Berkeley; 51, 


State 
Savings 
Bank 
to 
Louis 
and 


r,J- p^ a5,f Marie W. Williams to Mrs. 
Dora E. Clark, N Forest avenue, 123 E 
Piedmont avenue, B 40 by N 102.5 W V, 
ot lot o. block C, map property Berkeley 
Homestead 
Association. 
Berkelev 
jf 


n°mSL ai,-"«tJ' 163 B Piedmont avenue, 


l 
f .- yn i1"2;?' E -1'0' ll)C " ana w ls-'-i 
lot (..block C. mao. oroDTtv Berkeley 
Homestead Association, Berkeley; $10 
•Mrs Dora K. Clark (widow) to Mary 
J. ana 
Peter 
Crmnion 
(husband) 
N 


fn01","' &ve,n,u<l- 16:1 B Piedmont avenue. E 
E 21.G lot 5 and TV IS.'j 


... .. corner Jefferson and Peach, 
y.,1?5' ?w 100- Iots 4 to *>• block 


40 by N 
U)2 


lot U, blojk c, 
map properly 


Homestead Association, Berkeley; 
S10. 


.. ^^^jj.^, ^,i1Mt. ;lv, ln upof| rrom A.nm 


sTe?ceeta?rV1«1a"JOklyntOW'!-hl"-ls-~™ 
Mounlco? s^e^'lif de^omG°Vu ?' , f' >• Ja''^ <° John Ol 
cot()oet u,. OaX.an/L^.V1"-:;! &S, ^^^^^'7 


P. J,. Mosej to Carl .Tacotisen samp i •! ''"A1 S -orner tract of land oontalnln- 


n deed from Larl Jacob-en Vt '^"oak- I ^"STS,*™.™?^*. q?"nre P "Sd 
land. .' years. S per cent. Sljnu. 
«tot?se'''VVaml R- H- •"'•'""'••> W Kllen 
im0e"sSecflunCSP!Sch0";et' JJ-"'° SW '"»" 
Si: 110. portion lot 9 
So. ""-•'• H:'°"kl" 
.,T,- *'• ^'''"tRomery (sinele) to B 
?£,,""• AT' "s '" dfr'1' 
<r<"n 
'<•' 
J-afldAn, Oakland. 2 ,-fir-: 
ilj.r.iio 
V\aldema,- u 
phllll, ,,,1(] 
j,, 


S W ., 


, block f. ma 


tCMVI M l i p . 1 


& 
Fl'tzgeiakl" tract. 
Oakland'; 


Jarvis to John Oliver. 690 Jr. 219. 


JJ^".11..1'- 'Machado'.lao'D.TsL.lrw WDV 
m- V-;.-1"""™ aforesaid tract, contain. 
$-00 
acrcs, Washington 
township- 


£!&%&:?HTS%«S 
M, 
I avenue, jilo S Paiker street, S 31 bv W 


m"i 
,'• t'0'.""'!-10'8 4 arul "• 
hlcicl< =• pro"- 
*V| L - 
(.[ ly 
J(J}] ,, 
K ,-,.1, ,,rt,. 
-O 
! - . ! _ _ . 
* „ , - - * ' 


Same to Josephine 
C. and' Edward 
Breiinan (husband), N Forest avenue, l-'-j 
i'. Piedmont avenue, E 40 by N 102 5 W 
•10 of lot 5. block C, map picpeity Berk- 
c^ey Homehtead Association, Berkeley; 


Oi-samus Cole Jr. and v--:fe to Hai-r-v 
,^';s' ?olf 'singl.'). N Hill Crest road 7 
rre,i 
?',0"s0-said line ''">"• Point where 
h line of lot 3o, block 5. intersects N Hill 
Crest road, AV 50, N 176 15 " 
where N line lot 30 Intersects 
lot 3b, E 43, R 17C.45, beip.ij W 
|.. _. 


62, Alameda; $10. 


S. and Annie Cafloton (wile) to E. J. 


Overend (single), E Bills. 218 N Prince, 
™, 
i y ,B K0' Portions lots 109 and 110, 
map lands Regent-street Homestead As- 
sociation. Berkeley; $10. 


Helen E. and Alexander J. Munro to 


J:-milienne Simon . (widow). NK Washing- 
ton, DO NTV Bassett. NW 50 by NE 1"5 
lots 31 and 32 of Phillips' resubdivision 


' Levy tractt 
town,- 


Georg-e''A. and Lizzie M. Mattern to 


w -n V! ' ^J^'sht.wiiy. 50 W Fulton, 
W 50 by N 1S1, portion"'lot 4. block 
i-oiiej-e Huinests'ad, Berkeley; ?10. 


-A a, JUit'rsectS IN i-illl 
N 176.15, ]fl to point] 


Henry W. and''orace w.' Ballantlne 
(wife) and Fred E. Reed to John Young, 
"B Delaware and Fifth, E r.O by N 100 
lot 20 and W 9 feet of lot 19, block 0«' 
Berkeley;BHO.ele5r *" & T' L Assocllitian- 


Isabella Miller (wife of James) to Al- 
E line o f j b e r t O Ormsbee. SW Kast Sixteenth 
lot iff P K: « IT jc i. • 
-.Jv 
mp 01 eV-! -n 
urmsDee- »w East Sixteenth, 225 
Hi- imrtlon 41 bv'f-fik fn? W^^tansu- SE Twenty-second avenue, SE 37 by SW 
F Dcrtlon 7 t 'Tf h 
?-?f,-a"!U lot 35 and 
' ', cillU clalm dec<)- Oakland; $1. 
=. 
MM 
p 'fet by I76.4o lot 36, blo^k 
Gillian and William E. Sharon 
fhui- 


lierk"lev- Vn 
Homestl?ad. Clarcmom. band) to Helen A. Haraszthy ,s°nele) lot 
i 
r • ^ ', 
• . 
-j and 
W 
S.34 font nf 
in* 
*>A 
1,1^—ir n 


P. Baxter, same as In deed from George 
P. Baxter et ujc, Berkeley; 15500. 


DEEDS OF TRUST RECORDED 
WEDNESDAY, MARCH 27, 1907. 


Isadore Coleman (single) to Capwell 


Wilson & Corder, trustees Security Bank 
& Trust Co., B West. 12V N Sixth, N 48 
by E 75, lot 7, and N 23 feet ol lot 6, 
block 97, Oakland: $3000. 
I. and Bertha Wollln (wife, to Bank- 
ers' Trust Co.. trustees Oakland Bank of 
havings, S Railroad avenue 
105 7 it E 
r. E 60 by S 100.7>4, lots 13 and 14 
W 10 -feet of lot 12. block 3«, map 


FINANCIAL 


and 
- 
. 
, 
lands of Oakland Point R. 
B. 
Fen- 
Landing, Oakland; 14000. 


Mary T. and James P. Myers (hus 
•»».»., *. anu u^iiut^i r. Myers (nus 


band) to same, N- Stuart, distant E 49 
from intersection "with E College avenue 
K 100, N 134. W 100, S 134.2. being lots 
11 and 12. block A. portion Prospect Hil 
tract. Berkeley; 13000. 


Angle H. Husted (widow) to same. XE 
Vine and Milvia, E 135 by N 60. lot 19 
Jlock 2. Graves & Taylor tract, Berke- 


— and W S.34 feet of lot""24~ block "'" 
map X>owltng tract 'Berkeley $10 
.r;*);",""5^; S!1.1?™ < 
alia3> to J?=?ph T. 


M. Wetlierr,^, K Tru'lt'Cak u%enue. ii ;- 
A East rourteenth strwi-, .VK :',(, 
),,.,,, 


loifrrel t"'n' ""U ']lv""'!" '<"=> 
-> and ' 
in I? i',A°,""r '"^'HiS I"'-" - inrt t'l. S\V 
30. JV 100 to biglnninu. IDC S .it.d poi ti 
te&S&SZsK&nz ^'.ssasjsS 
p a " ynv''s.- !l I"'1' «'nt: <i700. 
r. b. and !•. ( J . l'itsf.utt ro !•'. M Smith 


S corner Ninth avenue .mil Fast T ". nU' 
fourth ,,tr.-,t 
SVT ;u by SK 
130. 
porMn'n 


Clinton. 
Od',.;iai<l, 
l 
y,.ar; 


Keuiney, Berlc«lev";"?3o"6o 


PECONVEYANCES 
RECORDED 
MON- 


DAY, 
MARCH 25, 1907 
u^pag- s^^tr^-s- 
mont'Vo^T^c,rntti:riUf°a 
rc: 
oe..^ii: 


bloek 
MUOO. 


Berkeley. 1 


7,nos E Cllt""S (wife 


an Cuiklmg Co , 


between Franklin and Webster, 


.o^rnV^-V'M;!;^^,?^,,;^-^ 
e^y? r^rr^tom A' '~ Sob^ ^ 
DEEDS OF TRUST RECORDED MON- 


DAY, 
MARCH 20. 1907. 


Rml-<I:.u-an 
1-1 '':m;na A- ^"rgan (wife) to 
^^^K1^^0;;,-^^^^^,-^- 
second strett, .VK u: •„, .<,.; 7;! 3. 
s^~. 


lininiiL'. .,-t :; 'and p'oi-- 
l-'S.oS, SW s 
i!on lot J, bl 
Portion L'ent 
f.'IOU. 


Wallace H 


•S SO of 
lot 
Bfjrkeley; $5J 


Allen J. 


to In 
ok I 


$*affij^&««r£u^$ 
i 
1.r-.'al-A 
8idr, 
a 
i§o" 
wulura M- 
Buttci-- 


RM/M?,bl ? TNnylor. trustee., 
Californl. 
x-^i , ".,;? J;oan Assooiaticn, to R. E 
n-om R ^''P-,30", same as In releas, 
tiom R .1. .Nickel, Oakland; $2000. 
RECONVEYANCES RECORDED TUES 
„ 
DAY, MARCH 26, 1907. 


It. I. Jacob! and Charles E 
Naylor 


tiustees Cilitornia Building- & Loan As- 
soeu-ition. to William B. 3,,d Nell?e M 
.Mnilier (Hire), Has 
D. 
60 
Vv" il-irnei 


street s:, S JUason, S 40 bj'w 1=2.4 J'or- 
s:o"o. 
' Central Fark- Oakland; 


Svndin"ue * Pratt- 
truiitpes The Realtj 


de Theill an I w i f e to saint 
I I , b|.,ck P. 
iiij.mt 
trac- 


liam and Pn,,- streets 


^nl'lrt'!""'11'? t4 
>CI"rk' 
tr"5t<-es 
Alameda 
Kti 
ing & Loan Association to Jens ami 
Biaij Jensen. 11S9 D. 20', NW Poral'a 
:".Pnl"V, ,fy2 Sw School street; N\? 
bloek 
F 
' StC" lot "• lotion lot 9, 


FrlTlf™^ cSKnd;%1?oaoP ^ 
«"»' 


Oeoige P. Baxter and J. S Mills (trus- 


poratio'n).^!'!! D°n45.|IJ'lot 3Clblookni4 ( 
OTk 
Kidge, Cla-emont, Berkelev; $10. partial 
DEEDS RECORDED TUESDAY, MARCH 


26, 1907. 


A. 
f»-or?e T 


' ^ K 
lV 
T-nderhlll ana wife to G. 
Wesslng, lot 63, Clarem 


Berkeley; i?]b" 
C/ti Ul Sol?cy 'slnEle> to Ludwig P. anil 
iASS;^«Kglil31^ryS s 


Cr^r.""l"nH-P-| P/lra,h L- Honry P- an'ljjio 
l.'lralioni.SCenJa aven^ "loo ^Broa'd" I ,f'r^ 
A'~ and Fra"ch Cutting to Pn- 
way, 11 40.C. S 100. E 6 S 100i W 6 I N ?f'f\ Un"?,S"V Schoo! for the Mlnlstrj-. 
•md '- ^V";" ^", 24nG lot.1!-and lots "0 ^ ^^W 3 2 0 N Bancroft way E 218J. 
i i ' ,'llo''Ji aal)- Oakland: SW Tenth 


Ontia'id"'^;] Stre0tS' W 19» 
b>" S 
IM- 


r. 
nB0^;aS, 
d ^ ^bci'y^r^e^ 
1 


four tli) strep L 175 SE AHi-n rli 
cjn 
1 
•>•> i 


by S VV140. Brooklyn township- jio 
"" 


Ti±',l'«!a fc,a2d Rdw,in E. Enrle to Chas. 


.. .'.-i.,»i ,-M i'lun^iiri ana 
weDSter 


uniform deplh of 100 feet. Oakland; 


ir^l?0,0" ,'?• Xorto" (widow) to same, 
lots 11 to 14 and W 10 lot 15, block L'OI): 
rjradi«e Plot. Oakland; $10 


II. C. and Phoebe J. Talllnan (wlfel to 


okkf^lVo* and 1!)' blo'~"; 2o;'2' «"•«• 


Frances E 
Xorton (widow) 


[?' I0'™'"'"111 No' 
tract. Tem.-seal, 


^. ,,--'., "-"„'• """nuii «ay K 218.1. 
|N 13o.l%. w to Intersection 
with B 
Dana, S 234, portion block s. map Villa 
B^rk-io^gift10 UnlversUy site on south, 


PROBATE RECORDED TUESDAY, 


MARCH 26, 1907. 


Estate Sophie S. Hydellff to Ida Green. 


Vv r. 
e,-?ill>l0 avenue. 6B SE from S 
\V ikon. SE 53.0, E 127.3%. N 46.1, W 


decVeVofdi;tribauPtioCn°tter '""*• ^^ 
MORTGAGES RECORDED TUESDAY, 


MARCH 26, 1907. 


to same, 


~ block 
T- Vernon Park 
Oakland: $10. 
to 


raee, Berkj leyfjio!0' '' '"°P '^"^ -"" " 


>epji \ i e t a Ansolmo t ) An^elo An- 
o. beginning S15 corner lot 15. block 


o\t'i~ion Pleaanton. S\\" 70 bv SS' 


IcwnshTp^in1""1 -"• r"-^'"™. Murray 


William Viera Anselmo to Joseph \n- 
•Imo, Deyiniiing: E Second vtreet at 


Frank T. and Dora V. Schlotzhauer 
and Dora Walker to Oakland Bank of 
barings NE Eighth and Washington, N 
"n ''- " r' ' 
and », block 88, Oak- 


ey; »1BOO. 


Victor Holmgren (single) to same. SE 
Lewis avenue, 340 NE Prospect, NE 30 
by SE 125, lot 10. block 
5. 
Oakland 
Hetghth, Oakland; 11200. 


Emllienne Simon (widow) to Bankers" 
Trust Co.. trustees Oakland Bank of Sav- 
ings, N Washington, 50 W Bassett W 
50 by N 125. lots 31 and 32, map Phillips' 
resubdivision 
block 
773, 
Levy 
tract 
Brooklyn township; $2000. 


Prank W. Hally to Mercantile Trust 
Co.. 
trustees 
San 
Francisco 
Savings 
1-mion, same as In deed from San Fran- 
cisco Savings Union, Alameda; JG.jO. 
,,?.eorSe Cople to same, same, Berkeley; 
. 


E. J. Overend (single) 
to 
Trust Co.. trustees Oakland 
Bankers- 
Batik of 


Holmes {l^f jjfj.boo." 


II. J. and Elizabeth Carroll (wife) 


i-'1r7mfls *t Merchants Savings Bank, 
ty±T",,,.H0 f? Market._E 40 by 


. 


.Manuel S. Freltas and William E. Men- 
doz» (hoth single) to Nancy H. Lansdale 
< W l t l°' 1' same IUS ln dc<>a from Nancy H 


tract of'land 
n at point oil NW 
convoyed to John B 


^yiLansdale 5 year 
''• 52570. 


Jacohi 
^- 
Xa\ lul 


Building; ,t I.u.n, A'S.S 
releas-e from K 


Is-nac N. and 
Baker & Tabor 
inss K.uik. tami 
-HcHenry ^-t u\ 
and N •!» or" \v i 
tract, Alameda: 


Alice C. Kino 


:usti-ib 
California 


--. 
i.ui.>n. same as In 


-Mc.-.el. 'j-.kland. JJ.'Oo 
IMK 
K. Ternplfton 
tu 


tru«te«s Alami'da Sai - 
as in ileo i from Kamuel 
niMns; .N l.. lot- " 


."> Ot lilt J'J, lilocl- 
•Sloln 


to . 
F, Pag 


map part nf Hay.s & Vaiioi toi'i' 
. 
. 0> 


Alameda; $IIJIM). 
l>toperty, 


DEEDS OF TRUST RECORDED TUES 


DAY, 
MARCH 26. 1907 


sS'S£VSrKSk^ 


S"^SS>^^«,--;,. 
S^-^^1^^^ 


Yetta 
.iiul 
Wolf 
Cohn 
Hmsb.md) 
ti 
same, SW 
Wheelf! :r,,,! I.'.,...' , ,, 
. "1.... 


^^iii.rlru.ra^HFIr1^ 
T^..^-;:-,;^''B-k^^ 
i(fhv «! i'-r: 
J 
n,'a V1'''1' 'JOJ "' (Jr'lllt- w 
40 b> S l.)j.4V~, \\" 
ID of lot 2. block ' 
*™, iKv^^r^'"1 As—'™ 
; 


..Jp^^^s-^rrssTy^ 
ffik^i/U'i'Liia1'"'"0""»»• 
Sherry A 
and .Mamie Piatt ( w i f e ) to 
Bankers 
Trust 
cjo . 
trustee 
Oak H i d 
Bank of Savings, xw .rullo street 
317 
NE Monroe. XI: l.'S.ii. NW ".,7 SW 1"" fi 
man'o'i'l- '-r'"10",.'"' "• blnck K- revised 
Unship; }2So 1"in" 
tIaC'' 
BluoW-v" 


Charles II. and Man A. leech (wife) 


l"rtnT' « f»5-'-'»«l' 
street 
600 R 
Park, h 
to bv s uo. lot 16, bloek C 
Arsons 
cu.lden r,.ue 
trait, Oakland; 


Samuel A. Myhre (singlei 
to same 


trustee Realty Roilds ^ 
Finance S," 


. , 


Byion L. Davenport to Daniel Dc 


R. U. and Roxanna C. Billow to W F 


i .isliman. undi\Iclod one-h,ill NE Dwieh'' 
«a\ lino Ellsworth street. K 100 by N fid" 
.01 ion lot 1 block B. map property Co- 
''>«, Homestead Association. Berkeley- 
N B lake street, S3 E Ellsworth, E 44 6 by 
X 
I 14 fl 
n n r t i . - i > . 
.,!,,. 
-n 
r _ 
' 
• * J _ * 1 ' " 
V$ 


W n l t o n A p i U 7? iS9r'508;S £ STs 06 . 
S;SS°?^ ~d^a^! 
i-asanton, Murray townslri,; $'>oo 
Antonio Viera Anselmo et als. to Jo- 
cpn \lera Anselmo. same 'wo pieces aa 
above, Murray township- $'r, 


Joseph , ipra Anselmo (snprle) to Frank 


Vi,-rra Anselmo. fi Senoml -treet. beir"- 
..-lO.i distant n-om point «here E 
line 


nf''',nds0^M"'eT0tT-1'?:,ses S >"™liiK Hnu 
"t lands ol II. j. Rpttlnger and of J. A 


MORTGAGES RECORDED WEDNES- 


DAY, 
MARCH 27, 1907. 


George W. and Bella A. Grace (wif") 
' K;'}JarInc Potter, SE Fourteenth ave' 
"• 
139d NE East Twenty-fourth 
NE 


lot 14, 
years map por- 


i' t 8 
per 


Xoal. X s o t y R tX,,^^ 
Jj- 


Up by SE 100, portion 
I lion Highland Park 
cent, Oakland; $2200.' 
| 
Daniel Delaney to Byron L. Davenport, 
"Lily, 100 W Cunning-. W :,0 bv N 100 
lots 1, and 18, block K, map resubdlvi- 
sion portion Roberts & WoJfskill tract 
installments. 8 pel cent, Oakland; $1750 


Savings, B Ellis. 92 N Prince, N 168 E 
120, 
S 106, W 120, lot 110 and portion 
lots 109 and 111, map lands Regent-street 
Homestead Association, Berkeley; $8000. 


RELEASES 
RECORDED TUESDAY, 


MARCH 26, 1907. 


State Savings Bank to Matthew and 
Hanora Mason (wife), 775 M. 59, lots 25 
and 26, block 602, Scotchler tract 
Oak- 
land; $300. 


Central Bank to Isedor and Henrietta 
Bialoglowski (wife), 633 M. 441. lots 1" 
13 and 14. block 22, Oakland; $.'500. 
Abbie J. Root to C. B. Burton, F. M. 
Read, B C. Dailey, Members of Sunset 
Realtj" Co., 770 M. 443, NW corner Howe 
and John, being 35 feet on John and 115 
leet on Hawe, portion lot 6, and SW y, 
lot 5. block 5. map plan of Howe traci." 
Oakland; partial. 


Sunset Realty Co. to Leonard W. Lier- 
mann, 770 M. 445, NW corner Howe and 
John, same, Oakland; partial. 


Annie L. Nlclterson to Byron L.. Dav- 
enport, 722 M. 3S1, lots 17 and 18, block 
K, map resubdivision portion Roberts & 
Wolfskin tract,-Oakland; $800. 
Sarah B. McLean to Marie L. and D. 
B. Channell (husband), SE Grove and 
Fifty-third. S 4S.29. E 134.6, N 46, W 
152.13, portion lot 1, block G, Oakland; 
$1000. 


Zillah L. Veitch, by attorney) to Frank 


H. and Ida M. Horswil! (wife) 
(584 M 


400, 
N Twenty-first, 250 W Telegraph 
avenue, W 30 by N 100, portion lots 9 
and 10. corrected map Jones tract, Oak- 
land; $3700 


K I aH 
Pvtv'ns-inn "p ^, 
, 
- \>- —- "•*"*'* u, i-j -— •-• "i^v. null, iviruuen jyicLjOrry i ye 
Intension P.easanton, Murray township: |at « per cent. Brooklyn township! $150 


I 
Agnes M. and Bartholomew Noyes ' 


Thomas Prather, executor estate Julia 
P. A. Prather. to John G. Stubb* 719 
. 304. lot 27. block 4, subdivision Nn. i 
Adams' Point property. Oakland; J16.-50 


J. F. Cross to 
Margaret 
Sull.van 
I^rr'R^^^^ij£S|S wvxz $£ K 
JIM- cent 
Tfrnntlvn tnn,__u.i .,?„ 
uamana, 5_000. 


,. Fral'1J.,ar":1 Clara A. Button to .Tolnnm 
po^^MdNir1113"' ™* 
Krajir^rSrt.^B^l^r 
f °l V 1V "'• '?'.9- °loe« «6, BerkeiTy 
n 
I- Association, Berkeley; $10 
• 


r.eonte Ortin Simmons (single) to Beii-H 
j: mli, I-. ami William II. Simmons, umli- 


-\'f Rnepthi'r'i '0tTS 5' 6 anrt 7' "l"ck 7, 
r',ikH"v; $5 
ey 
& T' L Assocla"on: 


q X?v'iMH' L:Jn??.a|e (widow) to Manuel 
S. l-ri-ltas and William H. Mendoza 
N 


l l n P" 10 -St,ree,t' ^ W Gllbert' W ''O. N 
n". i'. HI. ,-5 to beginning, nortion clot K 
lompkins tract. Oakland; SJO. 


lenry jr. Landsberirer an j wife to Rus- 


si-Ii Bunco Field, W Bay street, 50 N San 
n'!T"? s',vem'e' x 50 b-v v'' 1«, poitlon 
I-it.-h fc Shiiron ttaet, AIa.me.la; $10 
i-, re, ,f"d Bella c- John-ston (wife) to 
^ s^t.^l'^^Si^ 
^•"M^1W"^K«»>>- 
iiarv A. Kane efals. to r,. L. Solomons. 


*», ^rP ^^"'•srffir. 
*; M-^'S-S g^? ,o 


J,nd "avenue,. ^ $"&!£, ^ ,2^ fenf'^^f ^'SSlSSnJ- i^O™5 


Joseph and Mamie Furtado (wife) 'ti 


California Bank (corporation), SW Eas 
Tenth, 125 NW Twenty-eighth avenue 


h.nd Vve.-rile,~Nw' 30"by SW loo',' Iof'1 
Woc-k C, Sather tract, Oakhnd township; 


A EnT"i R "nrl ""^t^n V- Adams to 
A. F le, in in (hust.and.of J A.aia.H. Fried- 
man). 
-. ision 
$10. 


tr. R. 


lot 10. block' 
AcHms Point 


14, 
subdi- 


Henc-lerson 
tn 
property',. Oakland; 


- • • - - • - — " = ^^ nin. Lu i,. ij. soiomons. 


w i'« ,a C^u'a'wenue' 3°3 W Prospect. 
:"S-a?.,-eb>t,;'ct.-^anfe0dra!0n 
;iOAUShl"baUSh 


to'^efine^^lc^rlw^o^w^S: 
W T.ist«"-- «"a, Shattuck dvcftie, N 65. 
U l-l. S :u, 1-: US. lot 1 ..T1 " -" 
-'. block A, Janes tract. Be.. 


Julia K. Rooilwin 
(widow) 


losentlml (wife Jacob), S Taylor street, 
iV^ ^,-WA"ow' E 25 fcl' s 135, lot 12 
block M,, Cisserly tract, Oakland; $10 


T w'lTt h'1 ?C5Un<, f= D«eiopment Co. to 
i I « iiltehead. S Third street. 72 -R Gro 
I H 2« by S 100, E 3 lots 5 to S and W 


't 0 olock 22, Oakland; 
S 
Thin! 


and -Margaret 'A 
L'mbuiv ( 


™ 


. 
. 
isr^i^-'Sj 


erson street, vV 05 bv 


Berkeley Construction Cu 


son, 
Ii, Seventh stieet 
"O' 
way, N 3J by E 135, p'ortioi 


to John Nel- 
N Bancroft 
lots 2-1 and 


w ,-,. s 5=.;K-nrioV-r,n<,yi6 o> ictlSiiiJ'd'SSf; ^[f 
1 


•rkeipy; 510 
E,lcn Ba',nlc.it 


'5 m h nek "i- 
f "".Portion lots 2-1 and 
-o in block ^l i, tract B, Berkeley L 'i T 
1 Association, Beikeley; J10 
Blanche L. Brooks (wlfo B F ) to R 
s^iS^^Ar^,^^ 
'•ii^'dTecU^'"011 traCt" J3eriiel^ ^ 


Umra and Carl JSricsson (n'jsband) to! 
A. 
iVIill- ensl-^,,1 
/ * 
,.,, 
X 
ti -1. tu 


XT~:: ' '-•' -'i, 
t "cui.j'-tigiiLn ave 
NW 
25 
by SW 100, lot 7. 
block 
±- 
Knowles & Potter subdivision Kennedy 
tract. 1 year at 8 per cent, Oakland: $700 


Louis F. and Emma Roberts (wife) to 
Fetei- Stewart, lots 16 and 16. block P 
Roberts & Wolfskin tract. 1 year at 8 per 
cent, Oakland; $575. 


Mary W, Stevens to Margaret M Whit- 
?«:• N Dwight way, 100 E Ellsworth, E 
50 by N 150, B 1-3 of S % of lot 1, block 
5, map property College Homestead As- 
:iation. 2 years at 6 per 
— - - 


John ]!. and Mary I. Cruchum lo Marj 


A. Rickey, NE Hawthorne and Telegraph 
avenue, N 30 by E 106.0, portion lot 14 
map of Buenavista Homestead, 1 year at 
S per cent'. Oakland. $3000 


Louis Ctineo (single) to Charles C. Un- 


derwood, same as in deed from Chailes 
C. Lncierwood et ux., 1 year at 6 per 
cent, Beikeley; $2215. 


A. and Lydia H. Friedman (wife) to 
Edson F. Adams, same aa in deed from 
i. j°"',. • Adams et "x., 2 years,, Oak- 


Luclwig p. Meinhelt and wife to Flor- 
ence A. Jjams. same as in deed from A 


Sobey. 1 year at 8% per cent, Berke- 


Rtroet. US K Grove",' 73 2fi 


.otiYtoTand Wj ^f Sg^^k lob^ 


• "H ', Villls to E- M' Norton, same as 
in deed from George H. Mattern et ux 
1 year at 8^ per cent, Berkeley; S1500 " 


M. Klein 
(single) to John Hackett 
undivided % S Sixth, 100 W Broadway! 
£*•£,# f^Sf:lots 
12 and "• bl°* 
5«- 


Hans Heller (single) to John Tobler, 


bv S 100, portion 
with exceptions, 
- - 
5 fi nd 10, block iv 
Oaklaml; ?10. 
"' 


Same to same. S Third street 
25 W 
3^^i^X^y®™*** 


^^'E^O^.^^v^ul^te; "S^'^Sol^^^- 


x- n 
. 
LV.I--U tivtnue, 
iV• A'. -'• block 6' McG«' 


Oakland township; ?SOnO. 


Wolf and Yftui Colin (i-ife) to Binfc- 
ers- Trust C0. tlll,t.,e Oft..Um'(] 
t?.a™nk 
ol, 


^"ateni;.1; ,V'i,^1 i"^1^"?^^"^ 
S^oo5'™"11"™1'^^'''^- 


Blanelu- M and Jimes S. Oshorne to 
Bankers 
I i u s t Co , tru.~i,-,- 1 n-,.(l x. Hir 


eroft, same as i,, 
deer! 
from 
Uewiro 
1'almor, Berkele.\ ; $.1110. 


RELEASES RECORDED MONDAY 


MARCH 25, 1907. 


Charles Armstrong Br.mii to Frxd F 
Rf.-d. W San Pablo av.-nu -. 2U4 S VIr- 
smin. S 5J by w i,:;. portion block in 
tract B, Jerk, ley L. & T. 1. Association; 
Berkeley, partial. 


OakUnJ U.iuK of Saline:- (o Cecil T 
W.iiker. be;; M. n.:. N 30 of lots 6 to in 
block .:6i-. lots 31. .:.-. ;:=. ;:s, 37. |,[OCk 67U 
lots i, 
I 2!) to ,.,, ,,|,lck bTJ 
GIascocK 


tinct. Oaklind; J—. 


William 
Kieutzfel.lt 
tu 
liuslu^ 
an! 
MaBdalom- T.-ck (wif. i 
>; ' • M 
;?i F o i 
.street, l.n> X Sant.i ri.ir.i ,n eiuie X ';,i) 
b> $, 160. portion 
block 
-Is. Alameda, 


R. E. Nickel and Charles A. Brlttan 


.',f!"S'£>. *«. M. -ISJ^ S Alcatraz avenue 
-3..6 E L.iiai?. E 3..C by S Uo. E 1" U of 
lot o and \\ 25 ot lot t; anj portions lots 
hlnd-n$f7o: M°Pk B' Farai"-e PMk- °^-. 


Charles A. Prlitan to Alphai.tta ami I 
v XV. A. mlnam 
ihui-bandl. 
714 .\i 
4-.-, 
\iQme. Oaklaiul: ?1S7. 


HTtiernia Savini."! & I.o.in So.-ifH 
to 
i^PS? M- Johnson and Me. ton A. UulHrJ 
i4b Jl. I, .-, 1-tilt on street, '.'::;>.IW s .\,hb\ 
avenue. S 3:1 bj K i.-j. portion lots -if xn,l 
27. block B. m.tp part \\ Lolsi-v tract 
Berkeley: partial 


Dudley 
Klnsell. 
guardian 
estate of 
Edrar B. Clark 
i in<-ompt'terM. to .Milii- 
cent and E. L. H.irbei t 
i luisbaiul) 7u 
M. 418. lot G. block n, San Leandro FJe-i 
township: $750. 
' 


j To "'rT1"", ^ ^^'"-uniiH. •-, 50 by N 13S 
lot 3, H.irlv tract. Berkeley; no 


Harol.1 Scotchler (single)' 'o Royal Mil- 
lei (s-mgie), same, Berkeley; 510. 
«, 


DEEDS RECORDED WEDNESDAY, 


MARCH 27, 1907. 


W 
G. and Catherine D. Kelln 
(wlfei 


In J.-rrv .i. Messick 
(sincrit.). s 
ir.igl-l 
:i\o!iu-. 125 W Webster street 
W ?,•' tj ln- 


K 
l.-,i,. lot 1.1. block C, Shepardnon "proi>- 
ei-n. Mastick Station. Alameda; Sin 


I-erdmand Hein (man led) to Carolina 
Fi-li, (uife), W Seventh 
r.treet, 
120 S 


l.nstol, S to center of Strawherrv creek 


J?n^ ^it^V^n^io^^ue3 
-'; N tiorn intersection with W. Linden' 
S n P ^inC° :U risht dnffle to W I n e of 
SO 41- w f llVPnuc. 94-s'^ S to a point 
SO''C? IV"'""' W S:ln Pabl° avenue, E 
co^'t^.ZL'lTnclr^o' b'°Ck 683' G1- 
r^'^^Kt.^^^ 
riopkins -ren-ace Nu. 3, Berkeley; t ' l 0 P 


J. P. and Lucy Berg (wife) to C \1 
i°n"so"i ""<iIVK!ed H fot 77, block iT'Kei 
"«U 
5^ ^Sy^io.3' SUbje0t '° <*^ 


M^MH'?f 
lMl ,antl Laura I, Mar-Lin to J. H 


, 7 
- 
*01- S3. 
niiip proDertv r*»mer, 


Sd^rt'l A^SOC"ai«". Oakland ;WPo"° 
»;S fe ^^^iS^'R 
3->0 by S 140, lots 7. 8 and 9, block 5 


isoantl) tol^^ans jieiier (single) to John Tobler 
S 
Pcrkei- NW Beverly avenue, 175 NE Virginia 


id by S 90, avenue, NK 50, NW 354.83. SW 50 10 SJ? 
act, Berk- 148.98, lots 13 and 14, block D map -e- 


FINANCiAL. 


r,1-";™'^ to conter °f Strawherrv creek; «0 by S 140, lots 78 
and 9 b 


BrlsFni 
to,,arp?lntv12? s f>™ S line ofputier t,,lct| Oakland; $10 
9' b' 


S'a'c^po^0 loTrbicdc'ls6 maaP ^^^."VSt °^f S° tf 
portion of Berkeley L. & T. I. Aasneln. 28 by w «n ^^"t .0>,.ii'! 
n 
s>_ S -x'' 


* 
^ ' • 
l-"1- "- 
l%- 
>>«t map 


'tC^ertl^y^,?!^ L' & T' r' A"«*ta- 


T. A\. and Lida Pierson f-^'fe) to Wil- 


liam Pen-.itt. N Stuart street 160 E S-ic- 
r.unento. E 40 by N 133, lot SB, block 31, 
Matthews- tract, Smith suhfln ision, Berk- 
eli'\ , Sbjy. 


K 
L ,-in.l R. Curds Jr. 
(husband) to 


Alfred P. Blown.'lots 1 to 5 as to 4» 
biiH-k B lots 3S to 41. block C. map Haw- 
s1!']1"" 010 
"Sels tract' -B^oWyn town- 


Reuben McCory to H. K. Hanson, lots 


-!> and 30, map Bromley trnet, Brooklyn 
township: warranty deed; $?95 


Annie T,. and N. P. 'Williams (htis- 


1-iind) to S. Hackley, E Sha.tuok avenur- 
>i.*.G S_Alpatraz avenue. S 42.i'7. K 105.9li 


j X ' i l ' l j ' w ' loai.U lot 40, mnp''Llttleneld etc-1 Odklar>d; $10. 
tiaei. Oakland; S10. 


neorge W. iintl Delia A. Grace (wlfe)| p 


Edwarc 


-<s h',:~R7'i« " •'"""", Ji2 K Sixtieth s 
5fs^V«5akffi^lSo.10tS8an<19'b'^ 


Berkeley JJevelopment Co. to Sarah T 


v,ew'°pa ,Ctttdow'. '"t G, block 6? Fai?. 
o'uda,,o>;UVrOPU'ty '" 0akUnd- «« 
to^sr^sSi/s^^^j^r 
nue and Idaho, K !>8.97 bv S iSs lo'th i 
ami 2, block 9, Her2og tract, Berkeley^ 


Jofm l^.t^i'T'o''16 Co- Corporation), to 
ley- Jio 
"lap Smilie trilct, Berke- 


llma A. Dickie (single)*to Charles P 
loung imarned), same as in reconvev' 
auce from W. F. Kroll et als., IrSstecs" 


J'mig s- :lniJ Lovisa H. Hanley to O 


FM^^"^!^^^^-^^^^^^ ^..°XSiJ» 


L ino for n point of beginning, S\V -jo. i 
1'n.nthea 
• 
- -•'• " fvniu ui ucm.Kiintj, n \ \ 
^u 


i i' I'r'1^',1? to Intersection with NE line 
ra,lll'oNak,andtHi-t.tl0n !0t ^ L1181"*1"1 
„ R- J -lntl M. C. Pavert (wife) to Ann'.' 
Sr ^ 
J-C-0W1(S ^r'^' S Po'-ty-fOUl-th 
street. 4,Sol) 1-3 W Cherry, W 33.4 bv S 
??"-..?°i;u™ lo*s 35 and 36. mnp extension 
•'- 
^•i*' "" (HIM an, ui.ip extension J^i 
F. i-entral Oakland liact. subieetiSS 


„. 
, 
-, H. Rogers (widow) to Marv 
Phoebe Floyd (wU'e of Willu m E) 
I 
S"I'fil£«l-«« 
»f • s«?£ 
Ir 
i;!-"cKss 
i''.y I-T, 
Eighteenth, 
Annie Hook to Pearl and G \V 
Honi- 


(husband), 753 M. 300. lot 45 block 3 ! fT''K /'' Jr6""?! Oakland luict, sublorM 
. 
v_ 
gs>^"tow±iPf"g,-- — ^i:ii;0; 
nt ^ 
ch'" 
m7' 
Oaklan<1; n- 
aM 
b ^wi^,^^ »•» *•, 
- 
" "- -R 
- - 
' J'"""" T: ^^T^re^^!""^'^!^^.,,^" cou^r'no? 
1 10" A1^"! 


.. 


«*ciiuv, i-SE/ ou, i\ w JO4.53 
SW 


14898, lots 13 and 14, block D, map re- 
subdivision High-street Villa tract 
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DEECtS OF TRUST RECORDED TUES- 


DAY, 
MARCH 26, 1907. 


Edward L. and Kate J. Talbott to 
Bankers' Trust Co., trustees (Oakland 
5?nriS- ?l SnvlnSs. N West Twelfth, 182 
W Kirkham, W 26 by N 110, W £6 feet 
of lot 39. map Center-street and Home 
Lots at Oakland Point. Oakland- 1600 
Ernest A and Myrtle N. Wheeler 'to 
Taylor & Pratt, trustees Realty Syndl- 
Pil tfl 
Irtf 
-1R 
Ulsintr 
T» 
»^,™_ 
a 
VTI 
. . 
_ 


--:> 
THE 


California Safe Deposit 


and Trust Company 


Pays Interest on both sav- 
ings and checking accounts, 
as follows: 


3>i per cent on 


•Savings Accounts. 


2 per cent on 


Checking Accounts. 


Accounts of Banks, Corpor- 
ations, Merchants or Prl-« 
v.ite 
Individuals * cordially 


invited. 


HOME OFFICE 


California and Montgomery Sts. 


San Francisco, Cal. 


Tenta and Jacob Ros'enthal 
(husband) 
to Capwell. Wilson & Corder, trustees 
Security Hank & Trust Co.. same as in 
fleed from Julia E. Goodwin, Oakland; 
"00. 
Adeline N. Belcher (widow) to Duncan 


McDuffle and J. s. Mills, trustees Georgi 


Italian Popular Bank 


Broadway and Eighth St. 


Oakland 


Commerdal and Savings 


Loans 


CAPTITAL STOCK $250,000.00 
CHEV. J. F. FUQAZI, Preildent. 
F. N. BEUGRANO. C».hler. 
P. MORBIO. AnlsUnt Caihl«r. 
G. GH1GLIERI, Local Manager. 


Sarah C McLean to Mar'e L. Channell I t 
-u 
.,. ,, 
-- 


(wife D. B.;. 77, M. 27. SK OrovHSg | &t"™M U^^ ^Jj^* 
Fifty-third streets. S -t.V.'!!. E 131 til \ 
45. E, 152.1'!. portion lot.l. block G Sa'nt'a 
Fe tract Mo. 2, Oakland; SiOOO. 


RELEASES RECORDED TUESDAY, 


MARCH 26, 1907. 


jo uiuuit at-ivei. 
„. 
„„ ...-., j_. 
110.3, N H6.2", W 111.1. S 95.8, lot 2 and 
N 20 of lot 3, block 2. map Villa Lots 
Joining University Site on S, Berkelev; 
11. partial. 
Francois Leem Bertelln 
to Paul an.! 
Mary J. i,ohse (wife), 
T>l M. ]J1. w 
Webster street, 1153.2V. X Fourteenth X 
64.6 
by W 150, Oakland: J76U5. 
John 
Cojne 
to Frank 
and Brids"' 
Brown (wife). 623 M. 35, lot 26. bloelc 


on ttiih E Kelsev 
' t. said point 


.-.Otli 


Anna 


of h.'Kinning- being"intersVtlon 
or 
K 


Stuart street with W Piediront avenue. 
>» l-i. N 1.13.32. B In. S 133 "S W I1) 
lot 07. map Univ 
' 
—" 
t-. EerkeKn-; S10. 


IT 
S. Haseltine 


and Lotti. 
Vandergsiw 


. 
— 
.... 
U 
I 
_,-,. 
^ y 
J Q 
Q^ 


Tjniverslty Villa tract, block 


Co- 
^corporation) 
ap Smitle tra 


^^ 
^ _ 
J. 


Jo'?, ^.t^e^S^31™^1^- 


I'l-lldentiil 
Investment 
Co. 
to 
Ctrl 


s-hniHlt. '. corner Monteei .. :,„,! Pier 
mcnt i'vi'pues. SE S3. XE no -v\v i-i 
-^ 
?.' 7. lot 1 and W one-half InV 2 block 6 
m,m hlnck^ 5 and 6. Piedmont Terrnc*! 


, , •"•'"^i»'v>v 
twlGOW). 
lot 
44 


le"-™siS 
m"P t:nivurslty Heights, Berke- 
ley; S10, 
James 
Jolin R. 


H. Titus (wife) to 
(widow). 
lot 
44, 


and Lottie M. Hall 
and Sello C. Serpa 
(wife) to 
(wife), s 


494. map red'ivision of" blocks "491 
fe a sigSHSi »«"« 


'«j*.i iiiciu iiiiiuiv^ D ana 
b. l*iea 


405 Oakland t.mnship: S10. 
IF.irv Cnnlo (widow) to 


Sixty-third, 376 E" Herzog E 
162.C, portion block B man T TUT rt~ ~ 
tract. Oaklaad; $10 
• (-raw- 
Tho Realty Syndicate to E., B. Hous- 


San Franciseo Savings Union to Georee i 
Cople. W Bonita avenue. SO N RnSi 
N 100 by W 133. portions lots f and I' I 
block 1, 
map 
property Berkeley Villa I 
Association, Berkeley; 510 


August H. and Francis E 
Wnnot *~' 


M. B. Skaggs and L. A. Ritchie VE Siv 
L V - F i r s t 
itrt/t 
I"1-! n n i v i » 
TTi 
tn 
i. __ 
»,. 
JTT _^ * 


^ ^°benS * 
San, Francisco Savings Union to Frank 


INSURE 


YOUR 


TITLE 


Protect and make sure the veVy link 
in the chain that gives you a hold on 
lire. . The title to your belongings is 
practically worthless when it is unin- 
sured; but when we insure it for you 
we place you on a firm basis and as- 
sure you against attack. 


PAID UP CAPITAL 
S20000000 


SURPLUS AND UNDIVIDED PROF 


ITS 
-. .. 15,006.00 


Central Title Insurance Co 


Stocker & Holland Building, 


808 Broadway : : : : : : : : : : OAKLAND. 


FINANCIAL. 


J SfeND A CHECK 


of •y^r,^^^^l^[rf^,^^^t'/^^^.^» 
eour* 


;! 
^W. invite your account, «ubj«ct to your ch»ck. 


UNION 


NATIONAL 


BANK 


Interest Paid on' 


Certificates of 


Deposit 


N. W. Cor. Twelfth St. and Broadway, 


Oakland, California. 
(Incorporated 1875.) 


United States Depositary. 


The Oakland Bank of Savings 


N. E. Cor. Twelfth and Broadway 


LEADING FEATURES 


at 


tth 
without interest 


EXCHANGE 


arc Issued for temporary <3eposlt», 


wa.l« may 
be 


LOA«tSea°N R"L""ESTATe and approved ccHateral at market 


SAFE DEPOSIT VAULT. 


Resources . . . $20,000,000.00 
Capital Paid in . 
1,000,000.00 


Reserve . . . . . 
270,000.00 


P. E. BOWLES 
E. N. WALTER 


President 
C«4h(er 


L. G. BURPI:E and L. c. I!OREHOUSE 


Vlc«-Presld«nU 


C. N. WALTER and S. H. KITTO 


Assistant Cashiers 


UNITED STATES DEPOSITARY 


ClplUI Paid Up 
WM.000.00 


Surplu. «nd Undivided ProflU, $150.000.00 


FIRST 
NATIONAL 
BANK ; 


OAKLAND; 
CALIFORNIA1 


BOND DEPARTMENT 


High Grade Securities Bought and Sold. 


Prices and Lists on Application. 


The Average 


Steak 
^ 


is like soup meat-has the flavor cooked 
out of it The quick action of a Gas 
Range seals the juice within the meat. 


COOK 


with 


Ask for our lady 
demonstrator 
G AS 


Oakland Gas, Light 
and if eat Company 
Clay and Thirteenth Streets 


[•;fiaJ^5^r 


Tribal 
OUte 


THURSDAY EVENING, 
SHIPPING 
STOCKS AND BONDS 
FINANCIAL 


1000 Adams 
:nOO f- do .. 
1000- ' d o .. 
•_>uOO Atlanta 
1000 
do 


luu<> 
do 


, Blue Bull 
l Bonai 


L<'i)0 
do 


000 
do 


100U 
do 
Black 
do 
do 


lOO Bioncho 


do 


)no Cowboy 
do 


lix'O 
do 


dO 
do 
do 


DIM 


Di\ie 


D xter 
do 


300" 
rt" 
K.isle 


in)., 
do 


.on 
do 


urn Gol.l 


"no 
(In (s 


I M I I I 
d o 


i no Gif at Bend 
i no 
do 


, no 
do (s 10) 


,,00 
do (a 10) 


1AND 


ssslon. Thursday, 


till 
a Extension 


Butte Bonanza.. 


o 


5) 
atlon Fraction . 
rjack 


N'est 


Bar ' ! '. '. '. '. '. , '.'• 
s"30) .'.'.'..'.. 


» 


STOCK EXCHANGE 


March 23. 


19 
19 
JO 
bo 
Bu 
05 
44 
17 
IT 
17 


10 
10 
10 
12 
12 
05 


00 
06 


4.15 


JB 
16 
16 
15 
15 
13 
13 


'.'.'.'...'. 
'-i 
.tj:: i 
" 
1 10 
1.10 
1 00 


.. 1.10 


1.00 


3000 Golden Anchor 
2000 
do 


1000 
do 


300 Goldfteld Consolidated 


1000 
do 


JOOO 
do 


2000 
do 


1000 
do 


3UUO Happy Hunch 
1000 
do 


BOO 
do (b 10) 


500 Jumbo Extension 


1000 
do 


2000 
do 


1000 
do 


IftOO MohawU Consolidated 


1000 
do 


3DOO 
do 


1000 
do 


3000 
do 


H O O Manhattan Minin; 
2000 Mayne 
POOO Ohio Tonopah 
2000 Oio 
ICun 
do 


2f>00 Red Top Extension 
1000 
do 
3000 Sandstorm 
1000 
do 


I1COO 
do 


1 1 000 .do 


2000 
do 


2000 Sfpptre 


1000 Silver Pick 
1000 St Ives 


1.00 


28 
28 
28 


7.87% 
la 
16 
15 
15 
15 
11 
1L 
12 
20 
Hi 
Hi 
13 
IT 
15 
71 
•l(i 
46 
4B 
'16 
45 


. 
11 
. 14 
. 
06 
42 
42 
47 


. 
46 
. CO 
. 
60 
. 
bO 


. bO 
. 38 


24 


. 1.20 
. 1.45 


LATEST NEWS 1 


A sudden turn in the labor situation 
n Goldneld again caused a. reaction In 
mining securities. 
Before the morn- 


ng call news was received 
by 
the 


brokers of the exchange that, far from 
being near a complete settlement, the 
labor troubles were more complex than 
ever, and the resumption of develop- 
ment work in the 
mines was not a 


present possibility. 


A. J. Moore, the mining- promoter, 


received a telegram in the afternoon 
from Goldfleld which said: 


"Meeting last night did not result In 


a definite break between the miners 
and 
the 
Industrial 
Workers of the 


World. 
A committee was appointed 


by the miners to consider the proposi- 
tion." 
Liater in the day it was rumored that 


the miners had made a proposition to 
the mine owners -that if they were 
granted $6 a dav they would secede 
from the Industrial Workers of the 
World. 
George Wingfleld is under- 


stood to be strongly against the grant- 
ing of this advance. The last time he 
was in San. Francisco he said that he 
would' not give the miners $5 a day 


« 
. 
— • 


LOCAL MARKETS 


whl 
war 
are 
the 
exc 
seh 
cou 
mlr 
mei 
bea 
the 
gre 
it 1 


G 


$2.1 
sor 
Coi 
wh 
anc 
hlb 
dri 
ten 
poi 
<ju< 
it 
bu 
los 


*2C 
foi 
sai 


1.00 


09 
99 


2000 
do 


2000 Ti langle 
1000 Yellow Horse Extension. 


1.45 


45 
20 


which was then demanded, but after- 
ward he withdrew his objection. There 
are not wanting those who claim that 
the whole labor disturbance has been 
excited by the mine owners them- 
. 
George Wingfleld, It Is said, 


settle the whole matter In ten 
es, If he so desired. 
The im- 


mense possibilities of profit-taking by 
bearing the market and freezing out 
the small stockholder have been too 
great a temptation for the big owners, 
it is argued by many. 
Goldfield Consolidated sold off from 
.12 to $8. This decline acted as a 


sort o£ barometer to the whole market. 
Combination Fraction opened at J4.25, 
which was the previous day's price, 
and sagged to $4.17. 
Daisy also ex- 
a weakening 
tendency 
and 


from $2.05 to $2. Jumbo Ex- 


tension opened strong at $2.12, a 5- 
point advance over Tuesday's closing 
quotations. On the Informal, however, 
it fell off to $1.92, but afterward 
on 


buying orders made up a part of Its 
losses and was strongly intrenched at 
$2 05 on the closing. 
Some of the favored stocks came In 


heavy trading. 
Thirty-two thou- 


two hundred shares of Red Top 


OAKLAND HARBOR NEWS 


Extension 
were % sold on a receding, 
market. It opened at 48, 2 points below 
Tuesday'a closing, and dropped 1 point 
in subsequent transactions. Twenty- 
two thousand three hundred ahares of 
Atlanta were told at figures ranging 
downward from 70 to «g. Fifteen thou- 
sand shares of Blue Bull were sold at 
46, a 4-point drop from the previous 
day's market. 
Triangle wa» listless at 46 and 4a. 
Kewanas was hammered from 11.10 to 
Jl 22. Great Bend wa» also slaugh- 
tered, and from ILOB fell off to S8. 
Silver Pick was lifeless at $1.20. 


St. Ives was one of the few strong 


features of the Goldfleld call. Its open- 
ins quotation brought $1.50, which la a 
6-polnt advance over Tuesday's mar- 
ket. 
Subsequently sales were affected 
at J1.40, but the price thereafter im- 
proved. 
Twenty thousand five hun- 


dred shares of this security were sold 


The following were the arrivals ")a **' 
partures of Teasels at Oakland harbor 
for the twenty-four houm eliding at noon 
today: 
ARRIVED. 


Adams Wharf. 


Stmr Aurelia. »M tens, from Columbia 


River; 500,008 ft lumber. 
Long- Wharf. 
Stmr Noyo, 2Z» tons, I**, from Fort 
Brags; 894,000 ft lumber. 
Stmr Homer, Ml tons. Cornish, from 


Coq.ullle; ^89,000 bdl« shingle*. 


Stmr Scotia, 1S1 tons, Ntlson, from Eu- 
reka; 66.000 ft luiaber. 
Schr Ruby, 50 tons. Baker, 
Francisco; loadtni: hay. 


from Sam 


Stmr Buckman. 12S7 tons. Wood, fr 
Tacoma; 3.000,000 shingles. 
Stmr Arctic, 27" *~~- nim 
JBlllUSl'^*'. 
»•__* 
tons. Olson, from Felt 


Bragg; 160,000 ft lumber. 


SAILED. 


Long Wharf. 
Stmr Point Arena, left ^aarch CT. 
Stmr Ramona. loft March 2i. 
, 
Schr Caroline Drecksoa. left March if. 


in all. 
The 
,..„. 
Tonopahs 
also 
weakened, 


though not to a considerable extent. 
Jim Butler opened at 11.17 and closed 
2 points lower. 
Midway was at Jl.ia. 


The Bullfrogs were 
steady and the 


Manhattans sustained Tuesday's quo- 
tations. 


- 
, 
^- 
•* 
— 


MAR/NE NEWS j 
LOCAL STOCKS 


POINT LOT'.OS. March -7. 10 p. m.— 


Weather, h:;zv 
Ity, 10 mill - 


ivind, northwest; veloc- 


T 


vva 


S COAST AND GEODETIC SCRVEY. 
ime and heights ot high and 
low 
Foil Point, entrance to San 
taj. 
By official authority ot 


superintendent. 
The time of high and low tides at the 
wharf) 
eltv 
fro'it 
(Minion-street 
wharf) 
is 
Mtgl, , 0.0 
!>r,out twenty-five minutes later man at oAk[dn(| Tianhit, o"c 
Foil Point. 
The height of tides is the 
Oahlillld Transit Con., 57°. • • • 
same at both places. 
The time at the 
Webstor-stieet bildge Is 40 minutes later 
than the time indicated in the following 
table. 
_ 


MA RCH 28 TO APRH._ 2 


L. W. | 11. W. 


SAN' FRANCISCO. March 28.—Stock 
and Bond Exchange quotations, 10 30 a. 
m. session. Sutro & Co., 41- Montgomery 
street. 
Miicella.-i-ous Bonds— 
Bid. Asked. 


Cal Gas and IClectne Gen. M. 


and U. 'I , 5< e 
8054 
81 


C. C. Water Co , 5Tc 
lud 


Los Angel'"" Railway. Z% 
Ill 
Maikut-btri">t Ry., 1st Cons. 
^ 


108 
109 


g 


! w 


I 
ITlmei Ft.lTlme[Ft.|Tlme]Ft.|TimeFt. 
|A Ml 
|A M| 
IP Ml 
}¥ Ml 
_ 


I 4 20 16 10.US! B.S1 4:14 


5 DO 
1 1 2 11:10' 5.3J 5 .'1 


I 5-41 0 8[1J.OO| 5.3| 6-00 
I H. W 
l L. W. 
I 
1 6.301 0 5 U 2 55( 6 'J 


i 7:12' O.'-'j l:5i>, 
5.0 


I ' <j-05l 01' 3 OT 4 B 
"MARCH 23. 


0 6 11 15, 5 4 
0 6!I1 -101 5 I 
1.1. .:..!.... 


H. W. | 6:»0| 
l.r> 


7 201 2.1 
8 05j 2.6 


Sun Rises 
601 1 Sun Sets 
6:23 


NOTE—In the above tabulation of tides 


the daily tide? arc given in the order of 
their occurrence, commencing with tn« 
early morning tide in th» '.eft-hand tlda 
column, and the succeeding tides as they 
occur. On so-ne days there are but threi 
tides, the UMial fourth tide occurring th« 
following morning- 
. 
Thfi column of heights gives the elava- 
tlon of each tide above or uelow the planl 
of Coast Survey Chart Soundings. 
The 
numbers are alwa>« additive to tha chart 
depths unless preceded by the minus sign 
or dash (—). when the numbers are sub- 
tractive from depths given on the chalt. 


MOVEMENTS OF STEAMERS 


Steamers due and to sail today and for 
the next few days are as follows: 


DEPART. 


Steamers. 
For 
1,,SalI'.,<! 
Acme— Gray's Harbor 
Mir. 28 
State of California—San Diego and>Iar- 2S 


Pacilic Electric Railway, 
Sac. Kleetnc, Gaa & Ry. 5s. 
P. It. R of Aria., 1909. (i"/a 
V. \\'. Cu . Gen. Mtge., 4% 


United R R. of 3. F., Ifo... 
Water Stocks— 
Spiutg Vall-j.v Water Co 


Cla.s and yjlecti IP Stocks— 


Mutual Klec. L Co, Ceit .. 
do . E\t 
Cert 
Bank Stock.-,— 


London, 
Pans & 
Bank ($30 paid) 
Sugar Stocks— 
Honokaa 3uqar Co 
10 
Hutclunson & Plantation Co.. 15 
IMauhau S Plantation Co 
11 


Misceila ieou.s Stocks— 
Alaska Puckers' Association 
Associated Oil Co 
Cal. 
Wine Association. 


.103 ft . 
. S79i 
• 75% 


. 21V4 
21% 


. 
D 
9V 
. IdVs 
13 


American 


1371 


WORLD'S WHEAT 


41 > 


SALES. 


4000 United Railroads .. 
5000 
7000 
13000 


1000 
4000 
1000 


do 
do 
do 
do 
do 
do 


10UO Oakland Traction 5b 
6000 California Gas and Klectnc. 


10 Water 
20 Hutchinson 
15 Oil 
20 
do 
10 
do 


. 76 Vj 
. 76'i 
. 76'i 
. 7li',4 
. 76 
..76 
.108 
. 81 
. 2U6 
. 16 
. 39^ 
. 39V. 


HAY AND FEEDSTUFTS. 


BRAN—$22@23 Der ton. 
MIDDL1NGS-S2?@30 per ton. 
SHORTS-J<!2.5C@23 30 per ton. 
FEEDSTUFF'S—Rolled Barley. 
$2Ei. 


650; Mixed Feed, SMI&2S; Oilcake Meal, 
nominal: Cocoanut Cake or Meal at mills. 
S26 in ID and »i.bO iu 5 ton lots; jobbing. 
127, Corn Meal, $30@31; Cracksd Corn, 
I31@32; Broom Corn Feed, 90c per ctl; 
Alfalfa Meal, carload lots 
$20.50; Job- 


$21.50 per ton; Mealfalfa, 
520.50, 


*r 
$21 50. 
—Choice Wheat, ?23©25 per ton; 


good Wheat, $17©22.BO; 
other 
srn&<* 
Wheat, $16; Wheat and Oat, J1S@22, 
Tame Oat. J14<&20; Wild Oat, 59 oO© 
$15.50; 
Alfalla, 
$8501612, stock, J8@li! 


per ton. ' 


STRAW—40<?E 75c per bale. 


BEANS AND SEEDS. 


Pe^Ufo; (&lCtwT,rtis55|^« 
White $2io@2.50; Pink, J2.40@a bO; Red, 
S276@3. 'Llmas, 
S4 1604.20; 
Red Kid- 


neys," J3.50W3.75; Blackeyes 
J6; Butter, 


nominal, Cranbeny Beans, »i.oO®3.75. 
SEEDS—Brown Mustard, WJM-hc. lei- 
low Mustard, nominal, Flaxseed, 3Vi®3»c; 
Canary, 4@4Vic; Altalia, 14V4@15c;_ Rape. 
IWsC, Timothy, nominal; Hemp, oc; Mil- 
let, 3!4c per Ib; Broom Coin Seed, 
per ton 
DRIED PEAS—Nlles, 
Peas, $2 506)2.73 per ctl 
POTATOES, ONIONS, VEGETABLES. 
POTATOES (per ctl)—Oregon Bur- 
banks, 
J1.76@2.60; 
Eastern 
Burbanks, 


J1.73; Gainet Chiles, $130; Early Rose, 


ONIONS (per ctl)—Oregon, $2.50; Ne- 


'VEGETABLES — Asparagus, 
6@10c 


per Ib, Rhubarb, Jl«fl.r>0; Green Peas, 
b'a'lOc per Ib for southern and 121 
/4@15c 


LIVERPOOL WHEAT. 


LIVERPOOL, 
March 
28.—Close: 


^rjieat—March, 
nominal; 
May, 
6s 


4 3-4d; July, 6s 2 l-8d. 


SAN FRANCISCO WHEAT. 


SAN 
FRANCISCO, 
March 
28.— 


Wheat quiet: May, 1.301-2 bid. 
C 


1.35. 
Barley easier; May, 1.24; December, 


1.191-4. 
Cash, 1.233-4. 


Corn firm; large yellow, 1.30@1.S5. 


ENTRIES 


nominal; Green 


•« 


FIRST 
RACE —Four 
furlongs 


purse; maidens; 2-year-olds. 


648 Bavleca 
535 Margie D 
696 Clara Mulholland .. 
624 Thomas Calhoun .. 
696 
Warden Yell 


714 St. Charles 
732 Robert Myer 
696 Altalr 
696 Runtler 
660 Vehpa 
654 Vronsky 
618 Hose H 


..107 
..10 
..10T 
..II1 
..II1 
..11 
..10 
..11 
..11 
..11 
..11 
..10 


SECOND RACE — Futurity 
Ccurse 


selling; 3-year-olds. 
"Maud McG 
........... 
10 


THIEVES SECURE 


WATCH AND CHAIN 


City*5 ot 
Pueblii—victoria, 
Puget 


Sound and Alaska 
Mar. .3 
George W. Elder—Portland and As- 
toria, via Eureka 
Mar. -S 
Kureka—Eureka. Arcata, etc . 
Elizabeth—Cotuiille. River 
Ramona—Eureka, Aicata, etc 
Alameda—Honolulu 
Buckmnn—Seattle and Tacoma 
Roanoke—I.os Angeles ports, 
San Pedro 
Mar- ?° I recognized by Detectives Reagan, and 
Pomo—Point Aiena and Albion .Mar. 30 j Q'Mara as one of the men Implicated 
Bomta-SanJ-edro and way ports.Mar. J<> | m me jalK,,..,ih at M ,tlc,stn 
BtirUe 


a jewelry store In that place 


..Mir. 2S 
..Mar. J9 


.".Mar. 30 
...Mar. 3U 


via 


Mrs. 
A G. Shore, residing at SIS Oak 
street, repoitecl to the police this morn- 
Ing that hur home had been entered last 
night and a watch and chain stolen. En- 
trance was effected by means of. a key. 
ARRESTED AS BEING 


BOLD JAIL-BREAKER 


SAX FRAXCISCO, March 28.—As he j 


was leaving the police station today, 
Frank Burke, alias Frank Brxik, was 


. 
. 


*- 
* 
Mar. 
30 1 and broke jail 


Raim'er—BelYinkharn 
._... 
. -Mar. 30 on a chp.rga .if drunkenness. 


Ha M as arrcbted here 


lieimonthla—Hamburg 


poiis 
:,'nta Cruz—Monterey 


Ciuz 


'TiiUi Rosa—Ban Diego 


and 
way 
... .Mar. 30 
Santa 


Mar. 
30 


and way 


and 


- 


. ...: 
Mar. 31 


Columbia—Abtorlu and fi.rtl.ind.. Apul 1] 
Pomona—Eureka, Arcata, etc.... .Apr 1 1, 
Nome City—Portland and Astoria. .April 1 
.Mnndalay—C'rcscciit City .........April 1 
l-optic—jrlongkons. 
Ma 
Honolulu 


and Yokohama 
• • • • • APr11 2 


Citi 
of Topeka—Victoria, Puget 
Sound and Alaska 
April * 
] '.in eka—Eureka, 
Field's 
Landing 
and Arcata 
.April- 
lUimona—Eureka. 
Field's 
Land- 


-ving and Aicata 
Aprll j 


Vr> akw.uer—Coos Bay 
April J 
Se.i Foam—Mendocino and 
Point 


Arena 
April 'i 
P.runswick—Fort Braes ...........April 3 
F 
A 
Kiiburn—Poi tl.ind, 
Astoi ia, 


Coos Bay and Kuitka 
April 
State 
of 
Cahtoinla—San 
Diego 
and way ports 
April 4 


Ku.moke—Portland 
and 
Astoria, 


vi i Euioka 
April 4 
Nevadan—Honolulu and Kihulul. .April 5 
Newbarg—Uray's Harbor 
April o 


ARRIVE. 


Steamers. 
From 
Due. 


He'mon this—Seattle 
• 
Mal 
J;S 
IlioiuK L Wand—Columbia Kiver Mar JS 
Nome Cltv—Portland and Astoria liar. JS 
M.indal.i>— Crescent City 
Mar 
Lb 
tanta Rosa—San Diego and way 
p,Jmo_ro'iiit Arena and Albion .Mar. '11 
Ne\adan—Honolulu 
..Mar. --> 


Geoige 
W. 
Elder—Los 
Angeles, 


Ua San Pedro 
Jf 
»' 
M F Plant—t'ooi Bay 
J«"- -' 
City 
of 
Topeka—Alaska, 
Puget 
Sound and Victoria 
•• • -Mar. -9 
Columbia—Portland and Astoria.. liar. -9 
Acapulco—Xev. 
York, 
via 
Aca- 


pujoo 
Mar. 2'J 


Pc-mona—Eureka. Arcata, etc 
Mar. 30 


Roanoke—Portland, 
and 
Astoria, 


via Eureka 
Curacao—Mexican port.s .... 
Titama—O>ster Harbor 
Vanguard—San F.dio 
City 
oC 
T"ara—Ne\v 
loik, 


Acapulco 
Eureka—Eureka, Arcata. etc. 
F A Kiiburn—Portland, via 
— 
reka 
April 1 
State of California—San Diego and 


THE TRUANT. 


Father—Why do you 
loaf 
around 


here all day? 


Son—Well. I wouldn't it they didn't 


make the school hours so long.—Judge. 


$4 50SJB per crate; Cabbage, $1 per ctl; 
Catihilower. 50®63c per dozen; Carrots, 
75c per sack; Turnips, $l@1.2o per sack; 
Marrowfat Squash. S2.".®30 per ton, Hub- 
bard Squash, $331o40 pel ton; Mushrooms, 
nominal. 


POULTRY AND GAME. 


POULTRY per dozen)—Hens, $S,50@M) 


for large and $6 50I&7.50 for small; old 
Roosters, J5<jj>5 50; young Roosters, $< oO 
©10 Fryers. $8.60<g>7.50, Broilers, S3.50® 
0 BO for 
laige 
and 
$3@4 
for 
small; 
Pigeons, 
$150©'. 75; 
Squabs, 
(2©2.50, 
Ducks, ?7@8 for young and |B@6 for old; 
Geese, $J.30@3 per pair. 
GAME—Gray 
Geese, 
$460; 
White 
Geese, H.76«I2 50; 
Brant, $4@4.50 for 
large and $2.50 for small; Haig, $2.25® 
2.30; Cottontail Rabbit, $2 30(5)3. 


BUTTER, CHEESE AND EGGS. 


BUTTER—Fresh cioamory extras, 


pel 
Ib. 
film, tirsts, 
32c, 


ouds, 31 '/.c, 
firm, 
thirds., 


packing stock, nominal. 
CHINESE—Fancv 
California new fiats, 


Hfcc per Ib. steady; firsts, 15c, steady; 
new Young Americas, fancy, ICV^c, firm; 
f lists 14c, firm; iancy Oregon, nominal, 
Eastern stoiage, fancy, 17%c, firm; Ore- 
gon do. nominal 
EGGS—California, fresh extras, 20c per 


dozen, fiVm. fhsts. W2c, firm; seconds, 
l!)c. firm; thirds, ISc, tirm, No. 1 soiled, 
19ci firm. 


679 
61!) 
626 
636 
703 
734 
C06 
726 
715 
734 
636 
731 


Miss Martha 
Lugano 
La Rose 
Duke of Orleans.. 
•Mitre 
Miss Turtle 
•Bon Vivant.. .. 
AHa Spa 
"Silver Line.. .. 
Calmar 
•Blanche C 


HOLD/NC COMPANY'S STOCK 


FLUCTUATES 1V1TH RUMORS 


President Calhoun and Associates Not 


Pleased With Market Thermometer 


Since Exposure of Graff. 


Percy Pembroke's Case 


Probably Go to Jury This 
' 
Afternoon. 


Will 


103 
107 


97 


THIRD RACE—Six 
and 
one-half 


furlongs; selling; 4-year-olds and up. 


Stmr Albion, Hansen, 40 hours from 
Eureka. 
Sum Alcazar, Fagerlund, 30 hours from 
Port Harfoid. 
Stmr Alcatraz, Frederickson, 47 hours 


from San Pedro. 
Stmr South Bay, Sorenscn, 48 hours 


from Redondo. 
Stmr M.'hille Dollar, Hansen, B days 


6 hour-; from Belllngham. 
Stmr Hilonian, Johnson, 12 V= days from 


Hilo, with li.ip Falls of Clyde in tow. 


Ship Fall-, of Clyde, Larsi n, 12V= days 


from Hilo. in to^. ot =;tmr Hilonian. 
Stmr No:wood, Martin, V, hours from 


1 San Pedro 


33c 


firm, sec- 


30!,2c, 
film, 


718 
201 
624' 
•706 
730 
687 
643 
709 
717 
704 
730 


Jack Kerchevllle 
Susie Christian 
Rosearo 
*Yellowstone.. . 
The Reprobate.. 
Invader 
•Dora I 
Masrane .. ,. 
W. B. Gates.. . 
Fied Bent.. .. 
Dr. Sherman .. 


.105 
.103 
..103 
..103 
..105 
..105 
...98 
..105 
..105 
..105 
..105 


Surrounded by 
his 
relatives, 
his 


mother and father by his side, Percy 
Pembroke Is now hearing 
the last 


struggle being made In his behalf by 
Attorney Lin S. Church, who is at- 
tempting to save the youth from the 
penitentiary on a charge of the robbery 
of Ed-ward Stanley, the East Oakland 
barber, who was relieved ot *28 at the 
point of a revolver Dy James Crow- 
hurst and an accomplice, said to toave 
been Pembroke. 
The second robbery trial has been In 


Cession for the past ten days and an 
effort \vill -be made to have the case go 
to the jury tonight. When Attorney 
Church concludes his argument, -which ] 
was commenced this morning. District 
Attorney Brown will take up the re- 
buttal of the prosecution. 
An elo- 


quent plea in behalf of the peopla was 
made yesterday by Deputy District At- 
torney W. H. Lt Hynes who toas been 
taking an active part in the prosecu- 
tion of Pembroke. 
Miss Grace Eaton, the pretty fifteen- 


year-old sweetheart 
of Percy Pem- 


broke, who. in the former trial was ar- 
rested in the court room for perjury, 
will not be the only witness for the 
defense to be tried for perjury. At the 
close of the trial yesterday, it was 
learned that the attention of the grand 
jury will be called to the Pembroke 
•family, members of which swore to the 
alibi in the two robbery trials of Percy 
Pembroke. 
Attorneys and judges held 
a long 


conference yesterday afternoon. 
The 


district attorney was also in consulta- 


NEW 
TORK, 
March 28.—President 


Patrick Calhoun of the United Railroads 
is still in New York and has evidently 
abandoned his 
determination 
of 
last 
week to hurry to San Francisco and a»- 
s\ime charg4 of the defend of the com- 
pany's 
officials 
against 
the 
bribery 
chafses that have been directed at them 
At Mr Calhoun'* office, it was stated 
v«.sterday pressing business affairs have 
prevented him from leaving for the coast 
and that he would probably carry out his 
original plan of goinB to San Francisco 
in about three or four weeks 
Neither 
Mr. Calhoun noi his associates m-ould 
admit that he is staying away from San 
Francisco for any other reason than to 
attend to Important business here, ex- 
cept to say that advices from the com- 
pany's officials on the coast would indi- 
cate that in their opinion there Is no 
Immediate need for President Calhoun to 
be there.STOCKS FLUCTUATE. 


Stocks of the Untied Railroads Invest- 
rrent Company, the holding company of 
the United Railroads of Sun Francisco 
have fluctuated 
considerably 
on 
the 


market durlne the past week both as • 
result of the g-neral market condition* 
and from the I oodle revelations In »aj« 
Francisco which involves the railroad» 
officials. 
On Mondav the stock tookjsn- 
other drop, alt-tough it rallied slightly 
Tuesday and Wednesday. 
At the clos* 


of the 'market 
yesterday the 
common 
stcck stood at 31% and the preferr«« 
at 45%. 


HEAVY SLUMP. 


During the wek before the bribery ex- 
pose and the lonfessions of th« Super- 
visors in San Francisco, the 
common 
was quoted at an average of 40% ana 
the preferred at 55%. 
Immediately fol- 
lowing the expcse the stock had a slump 
and -went as l(>w as 32 on the common 
and 48 on pr. ferred. 
Then the stock 
steadied for sn-orol days but last Mon- 
rlay it suffered a fall. 
Opening at 30"i 
for the common and 46% for the prefer- 
red it dropped to 29 and 45U. r«spacttve- 
ly 
Tuesday tie stock Tallied1 again to 


31 and 40, and \ostordav (t closed prac- 
tically the san e. This makes an aver- 
age slump of nine points on both th» 
common and preferred «Ince the brlberr 
< xpose began. 


FOURTH RACE—Seven and one- 


half furlongs; selling; 3-years and up. 


ftRT TREftSURES 


Collection 
of 
Harry 
Thaw's 


Victim to Be Disposed of 


Publicly. 


SPE11ISI IS 
cmmt ILL 


Pr. Charles E. McBurney Com- 


pelled to Abandon Practice 


For Time. 


tlon with the grand jury during the 
session and It ia believed the question 
involved was the Pembroke case The 
rebuttal to 'be Introduced by the pros- 
ecution may tear to pieces the threads 
out of which the defense wove their 
alibi, and on these grounds, the pros- 
ectuting authorities 
will h*x» the 


grand jury probe Into the 
Pembroke 


testimony. 


Information 
charging Miss Eaton 


Noyo, Lee. IS hours fiom Fort 


Schilllnsky. 
26 hours 


Stmr 
Biagg 
Stmr Prontiss, 


ftom Euieka. 
Stmr Cascade, Rorkik, 76 hours 


\Villapa Harbor. 
Stmr Lakme, 


from Eureka. 


DECIDUOUS AND CITRUS FRUITS. 
APPLES—Slfti'l 75 per box for Newton 
Flpmns and 41&- tor red varieties. 
I'EARS—Winter Nellis, O St'lgU per box. 
CITRUS 
FRUITS—Per box; Navrf 
Oranges, $2.50<&3 25 for fancy, fl.76@2.50 
loi choice and S1.25&1 75 for standards; 
Seedlings, ^1(^1.50, Tangerines, .jOc@$l; 
Lemons, ,(2£iJ BO for fancy, $1.60®l 75 for 
choice and U@1.2o for standard; Grape 
Fruit, JJ.25IB12.76 for seedless and II 25® 
1 50 foi common, Limes, nominal. 
TROPICAL 
FRUITS—Bananas, 
?1®2 
per bunch for Hawaiian and $2@3 tor 
Central Ainetictui, Pineapples, nominal 


* 


ANOTHER JUDGE. 


"Papa" 
"Well, Harold?" 
"Say, 
papa, what is the difference 


between a self-made man and a tailor- 
made \\oman?" 


Henrickson, 
28 p.ours 


Hansen, 16 hours from 
DIED. 


...Mar. 
. .Mar. 
. .Mar. 30 
via 
.. Mar. 31 
...Mar. 31 
Eu- 


way ports 
....April 1 


Ramona—Eureka. Aicata. etc 
April 1 


"Breakwater—Coo.s Day 
Hongkong 
Maru—liongRong, 
Yokohama and Honolulu 
.. 
Watson—Seattle and Tacoma 
Ontralla—Gray's Haibor 
\bysslnia-Hamhurg. 
\ la 


quil (Fob 28) 
... 
Umatllla—Alaska. 
Puget 


Victoria 


Costa Ri 
AstorU .. 
Santa Rosa 


...April 1 
via 
...April 2 
...April 2 
.. April J 


Gua> a- 
. ..' . April 3 


Sound.April 3 


— Portland (Mar JO) and 


San Diego nnd 
v. ayApril 4 


Pomona—Eureka, Areata. etc 
April 4 
Roanoke—Los Angeles rorts, via 
San Pedro 
.Apr 1 4 
pomo 
point Arena and A.iMon. .April -I 
Dakotah — Hongkong, 
via 
Yoko- 


Eureka—Eureka, "Arcata. etc 
Aprils 


ARRIVED AT SAN FRAXCISCO. 


Nor stmr Tellus, Berg, 6'i days from 


Ladysmlth. 
Fr -<tmr Amlral Fourlchon. Blanchard, 


27 days from Yokohama, via Honolulu 11 


Stmr Bonita. Nicolson. 71 hours from 


Snn Pedro and way ports. 
Stmr Mackinaw, Meady, 55 hours from 


Seattle. 


Stmr Phoenix, 


Mi'iulocino. 
Stmr Kavalli, Nelson, _'I hours from 


Kureka. 
Stmr Sea Foam, Miller, 13 hours from 
Muulocino, via Point Arena 10 hours. 
Stmr Ramona, Hull, 20 hours from Eu- 


leka. 
Stmr Alamrda, Dow dell, 0 days 12 hours 


from Honolulu. 
Stmr 
Point 
Arena. 
Fagerstrom. 15 


hours from Albion. 
Brig 
C,pne\a, 
Smith, 
11 days 
from 


Gru> s Hal bor 
Bktn John Palmer, Sommirsen, 11 days 


from Grav's Harbor 
Schr Mibel Gale, Matson, 11 days from 


Columbia River. 
Si'lir Gamble, Knudsen. ""^ days from 
Port Gamole 
Schr c'ztrina, Poehler, 12 days from 


Pirate Co-.e. • 


CLEARED FROM SAX FRAXCISCO. 
Nor stmr Toid^nskjold, Ilansen, Lady- 


smith. 
Stml Alitak, Moller. Chlgn.k. 
Stmr Montara, Renfv, Seattle. 
Stmi State of Califo'rnta, -uomas, San 


Pedro. 


SAILED FROM SAX FRANCISCO. 


Br stmr Drumcliffe. Spurr'ng, Comox. 
Stmr Co^ia Rica, Mason. .-Lgtoria an:l 
Portland. 


Stm>- Tiverton. Johnson. Astoria. 
Stmr Pasadena. Kalnln. Albion. 
Stmr X't-hagak, Lar-sen. Giay's Har- 


bor.Stmr Catania. Kort, Port Harford. 


I 
Stmr Westerner, Andresen, Gray's Har- 


bor.Stmr Norwood. Mai tin, Giay's Harbor. 
Stmr Daisy Fieeman. JoV'^on, Wlllarji 


Harbor. 
Stmr Samoa, Madsen, Casnar. 
Ship Santa Clara, 
Sparr. 
Kus&lloff, 
Alaska. 
Stmr Breakwater, Macgenn. Coos Bay. 
Stmr Brooklyn. 
Hendrickson, 
Mendo- 


Stmr Scotia. Johnson, Bcwen's Land- 
Br ship Balmoral, Roop. Port Town- 
Schr Haiovon, Anrlerson. G-ay's Harbor 
Schr Bertie 
Minor. 
Di.hlquist, 
Coos 


s'chr Rodei ick Dhu. Anderson, Mon- 
ttrev, in tow of tug Dauntless. 
Schr Santiago. Llndbersr. Monterey, i' 


tow of tug Relief. 


, 
Schr Prosper, Starr, Gray's Harbor. 


490 
716 
682 
724 
681 


(726) 


709 
717 


(723) 


•Fury.. 
•Mechant 
Talamund 
Theodore Case.. 
pi Chihuahua... 
Lassen 
Hersain 
"Lazell 
•Briers 


105 


95 


110 
110 
110 


97 


108 
105 
103 


FIFTH RACE—One mile, 20 yards; 
elling 


583 
725 
634 
717 
629 
610 
705 
717 
693 


4 years and up. 
Dutiful 
Lone Wolf.. .. 
Benvollo 
C'adlchon 
•Pal.. : 
Morendo 
Christine A 
Warte Nicht.. . 
Silverskln.. 


.105 
.109 
.111 
. 98 
.103 
.107 
.100 
.103 
.108 


with perjury Is being prepared now, 
and will 'be filed In a few days. The 
case will be set and the young sweet- 
heart will be tried for shielding her 
lover by telling of an alleged conver- 
sation with Sheriff Frank Barnet in 
which the latter Is said to have poison- 
ed her affections for Pembroke. 


Besides the defendant, Percy Pem- 


broke, those to come under the prob- 
ing of the grand jury are J. and Mary 
F. Pembroke, his father and mother, 
Arthur Pembroke and wife, H. B. Pem- 
broke and Mrs. S. Siegel. 
All these 


witnesses testified under oath thai they 
saw Percy Pembroke In Arthur Pem- 


NEW YORK, March 28.—From the 


American Art Galleries there was Is- 
sued yesterday a handsomely Illus- 
trated catalogue of the Stanford White 
art treasures. 
These constitute a 


superb collection, which Mr. Thomas 
E. Kirby v. til dispose of in the resi- 
dence, 121 East Twenty-First street, 
on the afternoons of Thursday, Frldai 
ami Saturday of next 
week. 
The 


paintings, as distinguished from the 
furnishings and household ornaments 
will be sold In Mendelsohn Hall, Thurs- 
day and Friday «venins*i April 11 and 
12.The frontispiece in the catalogue Is 
given over to the first century Greek 
vase, a most notable piece of Its kind. 
The pieces of tapestry, the series ot 
four dating from Italian Renassianco 
and hanging in the dining room, and 
the large Gobelin tapestry which is 
at the end of the music room, also are 
subjects of illustrations. 
Many 
an- 


tique musical Instruments are 
aptly 


employed in the decoration 
of 
this 


music room. 
Mr. Willie's residence was a verita- 


ble treasure house of art. There are 
409 numbers in the catalogue of art 
objects. The pictures are 112 In num- 
ber and arc from old masters to living 
artists and among the latter are sev- 
eral Americans. 
(t 


SCIENCE. 
If a man had an a»m long enough 


to touch the sun and burn his fingers,' 
said the professor, 'he would not feel 
the pain for 5652 years." 


'And for 'how many thousand years 


SANTA BARBARA, March 28.—It 


was made public here today that Dr. 
Charles E. McBurney, the celebrated 
New York specialist, ihas been criti- 
cally ill in this city nearly all winter. 
Dr. McBurne,-, with his wife, has 'been 
living in an isolated cottage in Mission 
Canyon, some distance from the city. 
He is said to have suffered from an 
almost total ^ollapee an3 was compell- 
ed to give up all practice and com* 
ti the southern coast. The physician 
declined today to discuss 'himself, tout 
his wife stated for ihlm that he is now 
greatly improved and that they woull 
>e abte to return East within a month. 


MARRIES AT FIFTEEN 


TO KEEP UP RECORD 


BOSTON, March 28.—Miss Margar- 


et J. Black is the youngest bride to 
>o married in Cambridge in years. She 
acked one month of being iljcteen. 
[n marrying at this tender age 
sh« 


maintained the record of her family. 
Her mother was married at sixteen, as 
were her grandmother and her own 
sifter. 


Mrs. Black though not yet forty, ha» 


:lght children and four grand chil- 
dren. 


brake's house at 36 Sharon street on j could 'he be heard swearing about it. 
the evening of October 8, 1904, when | professor?" asked the anxious stua«K 
the Stanley robbery wa-s committed. 
In the second row. 
T.,^»» 
Judge. 


LAGERCRANTZ—In this city, March 27. 


1907 
Haima Gi'stafa, beloved wife of 


C Th. Lagercrantz, and sister of Mrs. 
J. Kuner, Mrn B Ohlsson. John Ja- 
cobson, and the late Mrs P. C John- 
.'-ou, a native of Kalmar, Sweden, aged 
55 yeais 3 months and 9 days. 
* "Friends and acquaintances are re- 


spectfully Invited to attend the funeral 
services Saturday, March 30th, at 1 p 
m., at 
her late residence, Ml Wood 
stieet 
Interment pri»ate. 
TRUDGETT—III this city, March 27, 190l 
William J. Tiudgett, a native, of En- 
gland, aged 3S years. 
* 'Friends and acquaintances are re 


spcctfully Invited to attend the funera 
services tomorrow (Friday), March 29th 
at 2 p in , at the parlors of the Al- 
bert Brown Co , 572 Thirteenth street 
Interment at Santa Rosa. Cal 
Bl'RNE-Iii this city. March 2,, 1907. 
John J. Byrne, beloved husband ot 
Anna ISvrne. a native of County Wex- 
ioid. Ireland, aged (i3 years 7 months 
22 days. 
* *Friends and acquaintances are re- 
spectfully invited to attend the funeral 
tomorrow (Friday), at 1 p. m., from 
the funeral pallors of Delehanty & 
Havens, 857 Clay street; thence to the 
Church of the Immaculate Conception, 
where services will be held for the 
lepose of his soul, commencing- at 1:30 
r- m 
Intelment St Mary's cemeteiy. 
STORBT-In this city. March 26, 1907, 
Catherine, 
beloved 
wife 
of 
George 
Storev- and mother of James Storey, a 
native of Ireland, aged 80 years. 
* 'Friends and acquaintances are re- 


s-jecttully invited to attend the funeral 
tomoirow (Fildrty). March 29th, at 1359 
Sixteenth street. Oakland. Interment 
St Mary's cemetery. 
ULSHOFER—In this city. March 27, 1907 
Melchoir Ulshofer, a native of Ger- 
many, aged 7S years 7 months and la 
days. 


SIXTH RACE—One mile; purse; 3- 
ear-olds and up. 


719 Barker 
Furze 
Little Joker.. .. 
Hippocrates.. .. 
Curriculum .... 
Storma 
Monster 
Ma! Lowery .. . 
Hugh McGowan . 
**J. B. Dunn. 
•Apprentice allowance. 


TO LATE 


TO CLASSIFY 


649 
152 


9744 


708 
164 
€66 
608 
730 


.107 
. 9! 
.107 
.107 
. 97 
.106 
.107 
.105 
.107 


How Nature Cures 


WANTED by competent young lady, po- 


sition as saleslady In small dry goods 
store or as cashier and wrapper. Call 
or address Miss Beck, 1571 7th 
St. 


Oakland, 
__ 


FOK SAL.E—New, fully up-to-date four- 
room, Eunny 
bungalow; located 
on 
Redwood Park Hill, Junction of Boule- 
vard and. Kedwood ave., Frultvale; yu- 
obstructable main and mountain view 
from every room; large lots: houseis 40 
feet apart; 
finest of plumbing and 
workmanship throughout; high 
base- 
ment. 
These homes can. with very 


small cost, be turned Into 6 or 7-room 
homes; Bnest and healthiest location 
in the land. Don't fall to see them, 
as you can buy them very close, direct 
from the owner. B. J. Pavert. reliable 
and practical builder, res. 40 CroBby ave.. 
Redwood, Park Hill, Frultvale. Mod- 
ern homes built to order for cash or 
easy terms. 
* 
CUT THI3 OPT 


it 


McManus a Freeman 
Successors to James McMsnui. 
FUNERAL DIRECTORS 


Funeral Parlor*— 


S. E. Cr.r. 7th and Csstro St. 


Phone Oakland 171 
Oakland, Ol 


WANTED—Boarders; 
private 
place; 
home cooking. 641 25th et. 


~~ 
furnlBhed 
TWO 
sunny 
rooms, 
two 
blocks 
Route Depot; adults; 
Spring St 


housekeenlng 
Piedmont. 
Key 


references. 
130 


FOR SALE—New cottage. 6 rooms and. 
reception hall; bath and pantry; pine 
finish mantles to match coved ceilings; 
•walls 
tinted readv 
for 
occupancy. 
Terms^ Box 1602,' Tribune. 


NEW~typewrlter, desk 
and 
revolving 
chair, cheap; other office 
furniture. 


Box 3621, Tribune. 


Doctors the world over now admit 


that electricity Is the power Nature 
uses In curing disease. 


It has been proven that the hu- 


man body Is electrical, and that the 
stomach generates this power for 
the support of the body and Itself. 


When you dope your stomach 
with drugs you are not only 
hurting It, but you are work- 
ing against Nature. Drugs de- 
stroy the digestive juices of 
the stomach, consequently you 
do not get the proper nutrition 
from your food. It's the action 
of these juices upon your fool 
that produces the human elec- 
tricity. So can't you *ee. that 
aa lone as you fill your, stom- 
ach with poisonous drugs " 
cannot generate thl« force? 
When your stom- 
ach, liver or diges- 
tive organs get out 
of order, it is be- 
cause they l a c k 
the necetsary elec- 
tricity 
to enable 
them 
to perform 
their regular func- 
tions. 
The break- 
ing down of one of 
these organs near- 
ly always causes 
other trouble. Na- 
ture can't c u r e 
them, became your 
body hasn't enough 
electricity to do 
the work. »o you 
must assist Nature 
by restoring thU 
electricity where it 
IB needed. 


My Electro-Vigor 
does thia while you 
Bleep. It Mitnratea 
the nervea with ita 
glowing power, and 


matlsm, that always follows kidney 
trouble, weak stomach, varicocele an-1 
general debility. Drugs did me no 
good. 
As for results of the use of Elec- 
tro-Vigor. I will BHy that I am well 
and hearty, every organ works prop- 
erly and I have no pain. 
J. L. COLWELL. 


West Buttxs Cal. 


ICE Cream parlor, 
coun'er. shelving, 
show cases and *50 range. 
Hood's 
Block. Melrose. Cal. 


FOR RT2NT—3-room cottage; rant rea- 


sonable. 965 E. 34th 9t 


GBNTLJCM'AN' wishes board, and room; 
also (riri and bov 3 fen* 4 vear»: nrl- 


• -vate family: «tat» terms; fun particu- 
lars. Bor 1S7S. Tribune. 


LiADIES desiring to en«aire competent 
laundress can do so by addressing Mrs. 
1. lAicote. MeTrose. 


conduct the 


I Give 


It 


Free 


Get mr 100-page book 


describing E l e c t r o - 
Vlgor and with lllus- 
t r a t l o n s of fully 
developed 
men 
and 


women, showing how 
It la applied. 
This 


book; tell* In plain 
language many things 
you want to know 
and given a lot of 
good, wholesome ad- 
vice for men. 


If you can't call, rjl 


•end th/n book prepaid. 
free, if you will 
close this coupon. 


SIMMERONE of Goldfield 


Neuinff RICH ORE 


Th* development work of tha fltm- 
merone L. and M. Co.. in rapidly pr»- 
creitlnc, the 
double comp»rtm«»t 
•haft now reaching ov«r 
200 f««t. 
Our new machinery I* at work, tlw 
(round Is much mort heavily ml rur- 
alized, ami valuei Increwlnc dalljr, 
There Ii every Indication of striking 
rich ore al »n early date. an4 now I* 
the time to give thi» opportunltr 
thoughtful consideration. 
Remembsr, that In addition to the 
teued property, we own outrlfbt tb« 
adjoining el»ht acre*, where we are 
also slnkl-ie a shaft, which wilt b 
a oontlnuij producer of hl«ti cmd 
or«. Tour stock also covert thU profi, 
erty. We are etlll »ellln« this Tre» 
sury Btock for 20 cents per (hare, a>4 
a better Investment cannot be fouM 
in 
OoUfUtA. 
For latest 
OelcfltW 
news, free map of Nevada, ore speci- 
mens and further particulars, call — 
or write, '• 
R. 0. VOSE, ApMrf 


1M1Vz Broadway. Opposite PoetofBos 


PHONE Oakland »4T. 


^^^^^^ 
CRITIC 


3 MOUTHS FREE 


The Financial Critic Is the accepted 
authority en high class minlnt Invest- 
ments in JCevada, Grcenwater and tin 
West. 
It will keep you posted on all 
that l« good. It answers all questions 
pertaining; 10 mines fearlessly and truth- 
fully 
Special -correspondents in all ols- 
trlcte. 
You can't afford to be without 
it 
Write today and receive It for J 
months wl--hout cost. 
E. H. KRAMKR. Publisher, 


SOO Krelder bide.. Ban Francisco. Cal. 


in- 


, 
. . 
forceto every or«an and tl»su« of 
your body, restoring health and giv- 
ing strength to every part that i* 
weak. 
Electro-Vigor U a relief from tte 
old system of drugging. It doe* by 
natural means what you expect drag* 
to do by unnatural means. It w- 
Soves the cause of dlacaM. and after 
the cauM baa; been removed Nature 
will do tb« rest. 


Electro-Vigor ia not an electric belt. 


Consultation free. 
Office hours—8 


a. m. to S p. m. Sunday, 10 to U. 


S. O. HALL. M. D. 


14W FIHmer* Street. 
•AN FMANCICCO. 
Pleace send me, prepaid, your 


free "" 


The Best 
Investment 


Gold-Producing: 
Oakland Business 
Property 


SEE PAGE 11 


Southern Nevai« Stocks 
rev «»ick. Meant* «not».tlo»»i •* 


Tonopah. OoUOeU. BultfNC or Hsm~ 
fctttM ntocka. wlnt writ* «r •»• •)• 


Robert Romer 6 Co. 


JW BrM4«wr. OMt- 


Bu»- 
_ 
. 


RENT FREE 


Bur * Tent of 


'j.g£j; ;'a 


v 
tf 


'~,A'_r 


bad kidney «nd btadter tnmMe. 


T W E N T Y 
P A G E S 


I Thursday Evening - March 28, 1907 


HUNTER 


BALTIMORE 


Is Absolutely Pure 
and is Guaranteed 
under The National 


Pure Food Law. 


This confirms its reputation, 
Kad its great popularity de- 
R'onsbatcs that it is the pre- 
feTed whiskev of those who 


KNOW THE BEST 
LIKE THE BEST 
BUY THE BEST 


CH4RLES M RETWLDS CO 


Aorents for California md NcYada, 


«13-8li *ot*om be. Saa FrrncUco Cal 


TO BUILD HANDSOME HOME 


FOR INCURABLE 
PATIENTS 


f PROPOSED ALAMEDA COUNTY KING'S DAUGH- 


TERS' HOME FOF INCURABLES, 


4 « « » » t » < » t ) l t < t , ,,,,.« 
- » » » > > ! « « > « « 


Directors of the Alameda County Kings' 


Daughters' Institution Raising Money 


for Project in Move! Manner. 


Money for the construction of tre 


proposed 
Alameda 
County Kings 


Daughters Home for Incurables Is be- 
ing raised through a unique method 
recently inaugurated by the directois 
of the Institution 


The plan is one which it Is hopea 


will apoeal to all who feel Inclined to 
make Easter offerings 
It consists of 
a small pasteboard with a convenient 
pocket In It for the holding of money 
or checks This contrivance is mailed 
to pel sons and It is believed will In 
nearly every Instance come bacK. to 
the directors with a small or large 
contribution 


The directors have received from 
the architects Miss Julia Morgan and 
R Hoover plans for the construction 
of a wooden building costing about 


sixty-five thousand dollars 
twent>- 


five thousand of which have been sub- 
scribed Itavlng foity thousand dollars 
to raise 


Nearlv all the rooms of the patients 


will have the sun 
The administration 


rooms being located on the north side 
the front will be on Bioadvvay, conse- 
quent!} receiving the afternoon sun 


One wing- will extend along- the 


north but the rooms of the patients 
will be exposed to the sun and another 
wing will be on the east, and three 
bides will surround -a. court or small 
girden which being entirely open will 
receive the sun all day 
Pirt of the present building standing 
m 18C8 We s so seiiously damaged bj 
the earthquakes of that year and 1906 
that it Is not deemed safe or advisable 
to repair It 


Plan Organization to Assist and 


Develop Western Drama 


and Artists. 


BERKELEY, March 28 —Actor folk 


and singers, of no m«an repute have 
been produced from out of the quiet 
environs of the University town and in 
order to unearth and stimulate unde- 
veloped talent along these two lines, a 
musical and dramatic organization is 
soon to be created. 


Those who have started this move- 


ment do not wish to give the names 
of the patrons and patronesses, who 
It la hinted, will Include those who 
stand et the top of the list In drama 
and music and ell of the members as 
many of the 
professional 
members 


will be drawn from all parts of Cali- 
fornia as well as round the bay, much 
correspondence Is necessitated before 
a definite list of members can be se- 
curedv 


ITS OBJECT. 


Primarily, the organisation has for 


its object the formation and promo- 
tion of a western drama and western 
artists 
One of the organizers tersely 


remarked 


Every year we send our best sing- 


ers our greatest actors and actresses 
an<? our most 
promising 
musicians 


to the East and then we pay exorbi- 
tant prices to see them once or tnlc? 
during the limited engagement of ono 
week 
Not only that, but we guar- 
antee these Eastern companies large 
sums to bring their 
companies out 


hore 
As a, result today we ha\e no 
actors or actresses of any reputation 
out here In the West 
We educate and 


:rain artists and then we allow the 
East to reap the benefits' 


Spanish Court Is Uneasy Over 


Report Concerning King's 


Condition. 


PARIS 
Mitch 
28 — \ccirdlng 
to 
a 


Rome di<-pitc!i to the Journil It is slid 
th it ne\vs ha« reiched the Qtnnnlt th it 
King Mfon'-o nt S p i n Is «i ttenng from 
tuberculosis in 1 thit the bp \nlsh court 
is verj. uneisj icsptctms: his condition 
-- * 
- 


There ought to bp a tea -rifl corfee 


cla«s for guls in e\ei> bchool— Sc.hll 
ling s Bcs 
_ 
___ 


STAMP OF STUDIO 


BECOMES NEW FAD 


It Is quite the fncl turn to ha\e Scharz 
Ftud o 
5t\mp 
uf on \our photogriph 
Excellent woik Is clone In this studio ns 
la attested by the fact that society people 
lia\t thti uork doiu b\ bchuz 
Schiiz 
fame his ojrtid to Sin I ancisco too 
In fact 
13 d i t s woiK for the people of 
all the biv eitict, in his studio on Foul 
teenth stioet 


Those Monarch Rinses it Jickson s 
610 Twelft] 
street 
Oik ind 
sa e $30 
worth of coal a ^ e Lr 
Ihit duplex draft 
Is a wonder 58 down ind SS month 


Bears tho 
Signature 


of 


^ . . 
^s Kind You Ha a Always Bought 


PASS OVER TO BE 


OBSERVED BY JEWS 


Frldij evening March 29 the Jews 


Will celebrate Pass Over ~E\ p Situ'-da} 
being the first dij of the Pisa Over 
There will bo short service In the temple 
of the First Hebrew Corigregition on 
Friday at 6 p m 
There will ilso be 
a service on Saturday morning at 10 
o'clock with choir 
During the service 
Rabbi Friedlander will preach on the 
subject 
Freedom vs 
Individualism." 


FflTflL RESULT 


Prominent New Yorker, Who 


Died In Japan, Was Victim 


of Cancer. 


Butte Operators Accept Sliding 


Scale of Wages Offered By 


Companies 


- .._, then is the real object of the 


oiganlzation—build up dramatic com- 
panies out here In the West which 
shall be equally as strong 
as those 


in New York 


HIGH CLASS PLAYS. 


Not only will the organization pro 


mole ' Western actors ana actresses 
foi the West' but It will also endea- 
vor to educate the theater-going pub- 
lic to a higher class of plays 
Many 


plavs which are not put on today be- 
cause they do not appeal to the ' pop- 
ular taste" -will be secured and pre- 
sented—not by a company of amateurs 
but by the leading professionals of the 
VS«st 
Of course there will be ama- 
teurs In the casts but thev must have 
equal ability with the professionals 
There is still another object of the 


organisation 
It is the ultimate in- 


tentlon, 
if it is 
posiblc 
to 
make 


Berkeley • the Athens of America ' the 
place whe'e only the finest dramatic 
and musical events take p'nce 


NEW THEATER. 


The organization Intends, to Inter- 


TOKIO March 28-^=0^ to in- 
BUTTB 
MoIrt"March 28_By . T greaf theater ^'mu^'haH "tore 


forma*! n icceUed fiom Ki .'o Tames lar 
malontv the Butte M,n(,r, TT_ 
Performances of any magnitude may 
s^rir ^roo^'s r^^^^^ s sr^ss^s ^s&szz 
Er^r%Ln^^ 
vote was taken vesterday and the count | 
r£Ln..~h H, 
ent 


a phjsiclan who succeeded in reliev- 
ing the pain to some extent 
When he 


arrived at Nagasaki the pain again be- 
came severe but with medical assist- 
ance he reached Kobe whore another 
physician was consulted 
proceeded to Kioto bv train 
.,.,_„ 


that city was reached he was so weak 
that he had to be carried to his hotel 
v\here he underwent a surgical opera- 
tion on hio gum on March 2o 
After 


the operation he was progiesslng falrlv 
well but suddenly on March 28 grave 


mptoms developed and he expired at 


9 o clock that evening 


It is believed that a cancer was the 


cajse of his death 
The surgeons who 


at ended him say that his life might 
have been saved had he not been phys- 
Icalb exhausted when the operation 
was performed 
-*- 


was not completed until late this morn- 
Ing 
The new sliding scale provides 


for $4 per day when electrolytic cop- 
per Is above 18 cents per pound, and 


He finally *3 60 per Aa^ when it is below that 
but Vvhen iflsure 
Shaft men will receive $4 50 
or ?4 per day according to grade 
The 


NEW YORK, March 28 —The Corbin 


Banking Company today assigned for 
the benefit of creditors to George C 
A-ustln 
The two members of the com- 


panv are George S Edgell and Austin 
Corbin 
Mr Edgell is President and 


Mi Corbin Vice-President of the Man- 
hattan Beach Hotel and Land Com- 
pany 


agreement is for five years 


Smeltermen of Butte will vote today 


on a similar sliding scale pioposltion 
and the smelteimen of Great Falls will 
\ ote tomorrow 


The Kind You Have Always Bought, and which has been 


In use for over SO years, has borne the signature of 


" 
• and has been made under his per- 
sonal supervision since its infancy. 
Allow no one to deceive you in this. 


All Counterfeits Imitations and"Just-as-good"are but 
Experiments that trifle with, and endanger the health of 
Infants and Children—Experience against Experiment. 


What is CASTORIA 


Castorla is a harmless substitute for Castor Oil, Pare- 
goric, Drops and Soothing1 Syrups. It is Pleasant. It 
contains neither Opium, Morphine nor other Narcotic 
substance. Its age is its guarantee. It destroys Worms 
and allays Feverishness. It cures Diarrhoea and "Wind 
Colic. .Itrelieves Teething Trouble , cures Constipation 


* and Flatulency. It assimilates the " ood, regulates the 


Stomach and Bowels, giving healthy and natural sleep. 
The Children's Panacea—The Mother's Friend. 


GENUINE CASTORIA 
ALWAYS 


Bears the Signature of 


Reports From Flooded Districts 


Are That Normal Conditions 


Prevail 


You Have Alwajs Bought 


?n Use For Over 3O Years. 


STOCKTON, March 28 —The first 


encouraging news from the delta lands 
Tvest of Stockton came this morning 
The water Is receding and this morn- 
Ing it fell two inches 
The Islanders 


have been making a hard fight against 
the total inundation of the entire del- 
ta, and while the greater portion of 
the reclaimed lands 
are 
Inundated, 


much that is under cultivation and is 
expected to give a bountiful harvest 
has been saved 


ISLAND SAFE. 


The infoimatlon today is that Rob- 
erts Island which was about given 
up last night is safe, together \\ith, 
the old reclamation of Union Island 
and Rough and Ready 
That ponton 


of the Rindge Syndicate levee which 
was washed 
out has been repaired 


The new Jones tract is inundated but 
the old Jones tract is saved, together 
with the Orwood Elmwood 
Wright 
and Sargent-Barnhart tracts 


PUMPS WORKING 


The great problem now is the un- 


•waterin? of the basements in the city 
Pumps are working everywhere and 
tome inconvenience Is occasioned in 
.he business district owing 
to 
the 


fact that big centrifugal pumps are 
flooding the streets and congesting 
:he rain water sewers 
To obviate 
this the city has constructed a line 
of sluice boxes from Main street north 
o Miner channel a distance of three 
docks, large enough to carry away 
the large •volume of water being pump- 
ed from basements 


— — -_0 
tion 
Is yet in 
embrjo, plans are being made for a 
"carles of "problem1 plavs 
The organ- 


Irors 
are 
in 
communication 
with 
Ooigie Bernard Shaw and hope to be 
able to announce soon that h$ will 
write a play for them A play ii now 
being writt-n for them 
by a young 


western playwright 
Whenever it IB 


possible the organization Intends to 
use original plavs by California au- 
thcrs 
Prof 
William D Armes and 


the English Department of the Univer- 
•silyfi It is said, are to cooperate with 
the organization In giving the plays 


In the musical concerts to be given 
ty the society a unique plan Is' to be 
adopted 
In thte programs, the his- 


tory of the composers and a techni- 
cal discussion of each selection to be 
plaved will be printed 
In addition a 
musician of known ability will give a I 
short talk before the first number of 
the music of the evening 


COMPANY OF STARS. 


During the summer months, the or'- 


garlzation expects to give perform- 
ances by a company of stars 
Many 


leading actresses and actors spend 
their vacations In California, "or In- ' 
stance Modjeska, Lillian Russell, Plor- I 
ence Hoberts, Nance O'Neil 
Maxine 


Elliott, Nat Goodwin and Frederick 
Ward, who by the way is to take up 
a permanent residence in this State 
As the organization Is not strictly pro- 
fessional efforts Till be made to get 
these stars to combine in giving two 
cr three performances 


Until the scope of the organization 


Is enlarged and a permanent theater 
constructed only one of two perform- 
ances a month will be given 
ROOSEVELT PORTRAIT 


FOR HAGUE PALACE 


Nevada Is Flocked With College 


Graduates Seeking Wealth- 


Form Club. 


RENO, Nev, March 28—There are 


perhaps more unlversltv graduates or 
men who have attended schools of 
higher learning In Nevada than In any 
other State in the Union In proportion 
to the population 
Every camp, town 


and county Is crowded with former 
varsity men 
Some are former stars 


of the eleven, the crew, the nine the 
debating team, and even the Young- 
Men s Christian Association Is repre- ! 
sented 
But out of It all there Is no 


organization formed for tne perpetua- 
tion of the ideals for which the men 
were trained 
The college graduate Is 
attracted here by the opportunities for 
making money, but with all the ex- I 
cltement he Is prone to meet with his I 
fellow classmates and discuss old times ! 
the deeds of a different life. 


FORM CLUB. 


Therefore the Nevada 
University 


Club Is about to be formed. 
Judge 


Norcross of the State Supreme Court a 
Georgetown man, Is one of those In fa- 
vor of the project 
Judge Sweeney of 


St 
Marys. Oakland, and later of 


Georgetown, will help in the organiza- 
tion 
A D Elliot, recent clerk of the 


Senate of Nevada and a Harvard 
grad " savs that he will put his shoul- 
der to the wheel 
Assemblyman "Big 


Ed Stewart who operates in Tonopah 
and Manhattan, will pay the charter 
membership fee with gladness 
"Big 


Ed" has been fired from more univer- 
sities and graduated from more than 
perhaps any man in Nevada 
"Slim* 


Stevens of Manhattan, formerly con- 
nected with Boston "Tech," will lend a 
hand toward helping the club 
The 


Poe brothers, Princeton football stars 
of recent years, who are now In Gold- 
field want to help 


GIVE A BOOST. 


Reno has a bunch of college men 


who will give the association a boost 
The University of Nevada Is well rept 
resented here In all the professions 
and businesses and Stanford, Califor- 
nlar Tale, 
Harvard, 
Pennsv Ivanta, 


Princeton 
Michigan, 
Northwestern, 


Chicago, 
Tuiane, 
Virginia, 
Cornell, 


Dartmouth Georgetown, Brown, Ox- 
ford and Heidelberg have their repre- 
sentatives In this city 
All Nevada 


towns claim such*men 


When the club Is formed Immediate 
steps will be taken to secure funds 
for the purpose of building a club 
house in Reno, where all the member* 
will have a place to make headquarters 
and always feel at home 


Do Not Neqtect • Bid Cold 
Never allow a cold to take its course 
Too often at this season <if the vear Its 
course is toward pneumonia 
Chamber- 
lain s Cough Remedy 
\our 
cola nnd ealmte., 
this direction 
There 
for a sore throat and lun 


OIL and GAS 


HEATERS 


At Clean-up Prices 


To clean them up quickly: 


Ofl Heaters Regular $650 
Special $4.95 


j-.-.-— "..j..™. 
v>na4nucr- 
edv will promptly euro 


LOSES TICKET; 


. ,,. . 
ct any tendencv In I*™ „"'•** ' 
li nothing better *'r«3r debris 
& 
troubles For 
sale by Osgood Bros, Broadway corner 


Come rlg-nt In and pick out your fur- 
niture 
Tour credit 1« good If you llv» 
In Alameda count*, ISO worth JOT 11 a 


dar-S' Jacklon>s B19 Twelfth street, 


Relatives of J. Wooster Fear He 


Went Crazy When Kept 


From Going Home. 


When J Wooster, 41 yean of ag« and 


a booklU«pcr, lost his railroad ticket 
while passing through San Francisco Vn 
route from Lo* Angeles to his home in 
Ohio he had no further means of con- 
tinuing his Journey to the Buck«)e State, 
so he erected a little hut near a bridge 
ana hired out as a laborer clearing 
away debris 
Nothing has been heard 
of his whereabouts for the past few 
months and his relatives In the east 
fear that he has been committed to some 
detention Institution or Insane asylum 
for they say ha was addicted to mental 
troubles 


Inquiries hare been made at the Insane 
ward of the Receiving Hospital by the 
Inquiry department of 
the 
Salvation 
Army, who are making a search for th« 


TIKES POI50II 


Young Woman Suffering With1 


Severe Headaches Swallows 


Bichloride Tablets. 


Buffering from a sever* headache, Bv« 


Russell a seamstress, residing at Ml 
Fifth street, took a tablet of trichloride 
for a tablet of anti-kamnla, and a* tb* 
F*iu'* °* <*• mistake «h« nearly '-n*M 
her life 
Her friends hurried her to thl 
Receiving Hospital, where r^ 
Koford 
administered antidotes and relieved th« 
young woman from her sufferings that 
came no near ending her life 


JSS^HL^EfSLaV 
na» 


"My Ctk* l« Dough. 


Did not use Bperry's Flour. 


•? V. 


THE CCMTA1 


NEW STYLES IN 


FANCY BATH ROBES 


The passing 
of the 
time-honored 


hooded bath robe Is at hand 
The col- 


lar finished terry cloth garment Is its 
commercial successor. 
At best, the 


cowl only served ornamental purpose, 
not one wearer, probably, In a thou- 
sand using 
It as a head covering, 


which it was originally designed to be 
Some exceptionally expensive new cre- 
ations are on sale now In the Gotham 
market, Intended as specialties for 
Easter trading 
Imported 
Oxfords, 


light weight flannels and other fancy 
fabrics figure in the stock collections 
of representath e retail haberdasherj 
stores 
The 
color 
scheme reflected 


shows an extenwe assoitment of light 
shades 
Vestina and straw ina 
slip- ' 


pera are offeied in harmonizing tones, I 
with mitts to correspond 
Bath robes > 


of mercerized materials are a recent 
introduction, being adapted to roll upl 
in small compass for packing In sult-i 
case or handbag — New York* Press. 'I 


t 


V&tffi 


WASHINGTON 
March 
2$—Pres- 


ident Roosevelt s latest portrait, the 
work of Count Robert de Doblhoff Is 
to be exhibited In New York Paris and 
Berlin before being taken to The 
Hague, where It is to be given a con- 
spicuous place In the peace palace ' 
The portrait has Just been completed 
and has been shown to a number of In- 
timate friends of the President and 
Mrs Roosevelt 


It will be the gift to the peace pal- 


ace of a number of admirers of the 
President In Paris, chief among whom 
Is the Countess Bobrtnsky 
The pic- 


ture snows the President standing, one 
hand in his pocket and the other rest- 
ing on his hip 
The sittings were held 


In the prhate office of the President In 
the White House and It was the wish 
of his friends in Paris that President 
Roosevelt should be shown In a char- 
acteristic attitude 


Those who are familiar with the 


Tresldent's customary facial expres- 
sions will find that the French artist 
has modified his spirit and animated 
countenance to a material degree 


While the likeness Is excellent, the 
President's face rarely wears such an 
Inanimate expression 
The painter 


was given a half-dozen sitting* by the 
President, and depended for the finish- 
ing touches upon recent photographs of 
the Chief Executive. 


/ 
f 
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Creme de la creme of Berkeley Subdivisions. 
Sunset Terrace 


IF YOU WANT A home in a locality peopled by those with whom you 


would be glad to associate, BUY IN SUNSET TERRACE. 


IF YOU WANT To live in a surpassingly beautiful surburban tract, with 


th° G°lden ^ in front of 


TEA 


Don't you know our tea 


yet? 


You have missed a good 


deal of comfort and lost 
somejnoney. 


Your rrocer return! TOW »o«e» 


IF YOU WANT To invest your money where values will multip'y as surely 


as daylight follows dawn, BUY IN SUNSET TERRACE. 
There *jre Practical Reasons 


q Berkeley today ia par excellence the "Queen City of Homes" around the Bay 
district and values are increasing by leaps and bounds. 
J You can buy on extremely easy terms in Sunset,Terrace-5% down and 
f 7.50 per month — no Interest. 


9 Sunset Terrace is very accessible-The San Pablo Avenue-County Line can 
from Oakland pass the tract 
The S. P. electric line wilUua-ajoa^e wpithem 


border to San Pablo Avenue —35 minutes from S. F. 
V--"' S •" ' - ' 
' 


q Within a stone's throw of Sunset Terrace is the tract •et'a.ide^for the new 
otate L/apitol grounds. 


Buy in Sunset Terrace 


HOLCOMlTREALTY CO. 


EXCLUSIVE AGENTS 


Main Office: Oakland~-306 S*n **bk> Avenue. Brtncht E»st OaJdtnd 
£*£^5*5^"*'^ Bflulchl ***eKv~Roo» 41* Ffcrt NMiowJ 


